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PEEFAOE 



Aptee a careful examination of existing books, the University 
of Pennsylvania has failed to find a satisfactory text from which to 
teach its civil engineering students the fundamental principles of 
geodetic surveying and the adjustment of observations as it 
feels they should be taught to this class of men. A canvass of 
the leadii^ colleges of the country has shown that the same lack 
of a suitable book has been felt by many other institutions. The 
present volume has been prepared to meet this apparent need. 
No attempt has been made, therefore, to treat the subject 
exhaustively for the benefit of the professional geodesist, but 
rather to build up a book containing everything that can be con- 
sidered desirable for the student or useful to the practicing civil 
ei^ineer. In order to make the book complete for such eo^eera 
it has been necessary to include a large amount of matter not 
desirable or suitable for class-room work, the arrangement of 
the college course being left to the judgment of the instructor. 

In writing the book in two parts the aim has been to make each 
part complete in itself, so that either part may be read intelligently 
without having read the other part. Those who wish to make 
a study of geodetic work without entering into involved mathe- 
matical discussions, will find a complete treatment of geodetic 
methods and the rules for making the necessary adjustments 
in the first part of the book. Those who wish to become familiar 
with the fundamental principles of least squares, or those familiar 
with geodetic work who wish to understand the mathematical 
theory on which the rules for adjusting observations are based, 
may read the second part of the book alone. The book has 
been written with the intention, however, that engineerii^ students 
shall take the two parts in succession. 
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vi PREFACE 

In the first part of the book the initial chapter takes up the 
principles of triangulation work as the best iutroduirtion to geodetic 
work in general. Nothing new of any special importance is 
available in the general scheme of triangulation, and the chapter 
is written as briefly and logically as possible. 

The second chapter treats of the subject of base-line measure- 
ment, including meaaurements with base-bare, steel tapes, invar 
tapes, and steel and brass wires. Special care has been taken 
to have such constants as the temperature coelflcient, the modulus 
of elasticity, and the specific weight correct and complete for 
the different materids involved. The mathematical treatment 
of the corrections required in base-line work has been made as 
sunple as possible, avoiding needless transformations of mathemat- 
ical formulas to cover unusual methods of work. 

The third chapter takes up the subject of angle measurement, 
and is intended to make clear the most approved methods of using 
the instruments and performing the actual work in the field. 
The repeatii^ method is given in much detui on account of the 
excellent results obtainable by this method with the ordinary 
engineer's transit. 

The fourth chapter includes the computations and adjust- 
ments required in triangulation work, and is intended to cover 
all points of interest to the civil engineer. 

The fifth chapter takes up the subject of computing the geodetic 
positioi^ from the rraults of the triangulation work. The mathe- 
matical treatment of this subject is so difficult that the formulas 
to be used are given without demonstration, but all the rules and 
constants are given that the en^neer will ever require. 

The sixth chapter is devoted to geodetic leveling, and contains 
the familiar knowledge on this subject arranged as briefly as is 
consistent with clearness and completeness. 

The seventh chapter is devoted to astronomical determina- 
tions, giving in detail such work as falls within the province of the 
engineer, and in outline such general information as the educated 
engineer should possess, but which is seldom found in ei^neering 
text-books. The number of methods for making astronomical 
determinations is ahnost without limit, but the older and well- 
tried methods are here retained as best adapted to the needs of 
the engineer. 

The eighth chapter considers the principal methods of map 
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PREFACE vii 

projection, and differs from the treatment found in other books 
chiefly by including the formulas which alone make it possible 
to use the different methods. 

Chapters IX to XVI form the second part of the book, devoted 
to the development of the Method of Least Squares and its applica- 
tion to the adjustment of observations. 

Chapter IX includes the necessary classification of values, 
quantities and errors, and also the laws of chance on which the 
theory of errors is founded. This is followed in Chapter X by 
the development of the mathematical theory of errors, which is 
the fundamental basis from which all the rules for adjustments 
are derived. 

Chapter XI develops the mathematical methods for obtaining 
the most probable values of independent quantities in general 
from their observed values, and Chapter XII extends the methods 
so as to include conditioned and computed quantities. 

Chapter XIII explains the meaning of and methods of obtiuning 
the probable error for both observed and computed quantities. 
The derivation of the necessary formulas is considered too 
abstruse for the average student, and these formulas are given 
without demonstration. 

Chapters XIV, XV, and XVI, deal respectively with the 
application of the theory of least squares to the various condi- 
tions met with and adjustments required in angle work, base- 
line work, and level work, covering all cases likely to be of int«rest 
to the civil en^neer. 

In the preparation of the text the followli^ points have been 
kept constantly in view: to bring the book up to date; to make the 
treatment of each subject as clear and concise as possible; to 
use the same symbols throughout the book for the same meaning, 
adoptii^ the symbols having the most general acceptance; to 
define each symbol in a formula where the formula is developed, 
so that the user of the formula is never required to hunt for the 
meaning of its terms; to give for every formula the unit in which 
each symbol is to be taken; to clear up any doubt as to what 
algebraic sign is to be given to a sjmibol in a formula, as the sign 
required in a geodetic formula is not infrequently the opposite 
of what would naturally be supposed; to make perfectly ri^d 
such demonstrations as are ^ven; where demonstrations are 
not given to state where they may be found; to give the best 
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viii PREFACE 

obtfunable values for all constante required in geodetic work; 
and to state the accuracy attainable with different instruments 
and methods, bo that a proper choice may be made. Attention 
is called to the very large number of illustrative examples that 
are given, and which are worked out in detail so that every 
process may be thoroughly understood. 

E. L. I. 
PmLADKLPHiA, Pa., December, 1911. 
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GEODETIC SURVEYING 

AND 

THE ADJUSTMENT OF OBSERVATIONS 

(METHOD OF LEAST SQUARES) 

INTRODUCTION 

1. Geodesy ia that branch of science which treats of making 
extended measurements on the surface of the eaith, and of 
related problems. Primarily the object of such work ie to furnish 
precise locations for the controlling points of extensive surveys. 
The determination of the figure and dimensions of the earth, 
however, is also a fimdamental object. 

2. The Importance of Geodetic Work is recognized by all 
civilized nations, each of which maintains an extensive organi- 
zation for this purpose. The knowledge thus gained of the earth 
and its surface has been of great benefit to humanity. In further- 
ance of this object an International Geodetic Association has been 
formed (1886), and includes the United States (1889) in its mem- 
bership. 

3. Geodetic Work in the United States is carried on by the 
United States Coast and Geodetic Survey, a branch of the Depart- 
ment of Commerce and Labor. The valuable papers on geodetic 
work published by this department may be obtained free of 
charge by addressing the " Superintendent L'nited States Coast 
and Geodetic Survey, Washington, D. C." 

4. History. Plane surveying dates from about the year 
2000 B.C. Geodesy literally began about 230 b.c, in the time of 
Erastosthenes and the famous school of Alexandria, at which 
time very fair results were secured in the effort to determine the 
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2 GEODETIC SURVEYING 

shape and size of the earth. Modem geodesy practically t>egan 
in the seventeenth century in the time of Newton, owing to 
disputes concerning the shape of the earth and the flattening of 
the poles. (See Chapter III for further treatment of this subject.) 
6. The Scope of Geodesy oiiginally involved only the shape 
of the earth and its dimensions. Modem geodesy covers many 
topics, the principal ones being about as follows: 

Leveling (on land) ; 

Soundinp (oceans, lakes, rivers) ; 

Mean Sea Level; 

Triangulation; 

Time; 

Latitude (by observation) ; 

Longitude (by observation) ; 

Azimuth {by observation) ; 

Computation of Geodetic Positions (latitude, longitude, and 
azimuth by computation) ; 

Problems of Location; 

Figure and Dimensions of the Earth; 

Configuration of the Earth; 

Map Projection; 

Gravity ; 

Terrestrial Magnetism; 

Deviation of the Plumb Line; 

Tides and Tidal Phenomena; 

Ocean Currents; 

Meteorology. 
6. Geodetic Surveying. This class of surveying is distin- 
guished from plane surveying by the fact that it takes account 
of the curvature of the earth, usually necessitated by the large 
distances or areas covered. Work of this character requires the 
utmost refinement of methods and instruments, 

1st, Because allowing for the curvature of the earth is in 
itself a refinement; 

2nd, Because small measurements have to be greatly 
expanded ; 

3rd, Because the magnitude of the work involves an accumu- 
lation of errors. 
The fundamental operations of geodetic surveying are Triangu- 
lation and "Precise Leveling. These in turn require the deter- 
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mination of time, latitude, longitude, and azi-mutli; the deter- 
mination of mean sea level; and a knowledge of the figure and 
dimensions of the earth. The first part of this book covers 
such points on these subjects as are likely to interest the civil 
engineer, 

7- The Adjustment of Observadons. All measurements are 
subject to more or less unknown and imavoidable sources of 
error. Repeated meaBurenients of the same quantity can not 
be made to agree precisely by any refinement of methods or 
instruments. Measurements made on different parts of the same 
figure do not give results that are absolutely consistent with the 
rigid geometrical requirements of the case. Some method of 
adjustment is therefore necessary in order that these discrepan- 
cies may be removed. Obviously that method of adjustment 
will be the most satisfactory which assigns the_ mo.st -pTobtMe 
values to the unknown quantities in view of all the meastirements 
that have been taken and the conditions which must be satisfied. 
Such adjustments are now universally made by the Method of 
Least Squares. The application of this method to the elementary 
problems of geodetic work forms the subject-matter of the second 
part of this hook. 
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PRINCIPLES OF TRIANGULATION 

8. General Scheme. The word iriartgiUaUon, as used in- 
geodetic surveying, includes all those operations required to 
determine either the relative or the absolute positions of different 
points on the surface of the earth, when such operations are 
based on the properties of plane and spherical triangles. By the 
relative position of a point is meant its location with reference 
to one or more other points in terms of angles or distance as may 
be necessary. In geodetic work distances are usually expressed 
in meters, and are always reduced to mean sea level, as explained 
later on. By the absolute position of a point is meant its loca- 
tion by latitude and longitude. Strictly speaking the absolute 
position of li point also includes its elevation above mean sea 
level, but if this is desired it forms a special piece of work, and 
.comes under the bead of leveling. Directions are either relative 
or absolute. The rdative directions of the lines of a survey are 
shown by the measured or computed angles. The absolute 
direction of a line is given by its azimuth, which is the angle it 
makes with a meridian through either of its ends, counting clock- 
wise from the south point and continuously up to 360". For 
reasons which will appear later the azimuth of a line must always 
be stated in a way that clearly shows which end it refers to. 

In the actual field work of the triangulation suitable points, 
called stations, are selected and definitely marked throughout 
the area to be covered, the selection of these stations depending 
on the character of the co'untry and the object of the survey. 
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The stations thus established are regarded as forming the vertices 
of a set of mutually connected triangles (overlapping or not, as 
the case may be), the complete figure being called a triangula- 
tion system. At least one side and all the angles in the triangula- 
tion system are directly measured, using the utmost care. All 
the remaining sides are obtained by computation of the successive 
triangles, which (corrected for spherical excess, if necessary) 
are treated as plane triangles. The line which is actually measured 
is called the base line. It is common to measure an additional 
line near the close of the work, this line being connected .with 
the triangulation system so that its length may also be obtained 
by calculation. Such a line is called a check base, forming an 
excellent cheek on both the field work and the computations of the 
whole survey. In work of large extent intermediate bases or check 
bases ure often introduced. Lines which are actually measured on 
the ground are always reduced to mean sea level before any further 
use is made of them. It is evident that all computed lengths will 
therefore refer to mean sea level without further reduction. 

The stations forming a triangulation system are called triangu- 
laticm stations. Those stations (usually triangulation stations) 
at which special work is done are commonly given corresponding 
names, such as base-line stations, aslronami^al stations, latitude 
stations, longitude stations, azimuth stations, etc. 

An example of a small triangulation system (United States 
and Mexico Boundary Survey, 1891-1896) is shown in Fig, I, 
pagfi 6, the object being to connect the " Boundary Post " on 
the azimuth line to the westward with " Monument 204 " on the 
azimuth line to the eastward. The air-line distance between 
these points is about 23 miles. The system is made up of the 
quadrilateral West Base, Azimuth Station, East Base, Station 
No, 9; the quadrilateral Pilot Knob. Azimuth Station, Station 
No. 10, Station No. 9; the quadrilateral Pilot Knob, Azimuth 
Station, Station No, 10, Monument 204; and the triangle Pilot 
Knob, Boundary Post, Azimuth Station. The base line (West 
Base to East Base) has a length of 2,206 meters (I.37-f-miIes), 
and the successive expansions are evident from the figure, 

9. Geometrical Conditions. The triangles and combinations 
thereof which make up a triangulation system form a figure involv- 
ing rigid geometrical relations among the various lines and angles. 
The measured values seldom or never exactly satisfy these con- 
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Fig. 1.— Example of a Triangulation System. 

From Report of U. 8. Section ol loternstional Bound»ry Cnmni 
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ditions, and must therefore be adjusted until they do. In the 
nature of things the true values of the lines and angles can never 
be known, but the greater the number of independent conditions 
on which an adjustment is based the greater the probability that 
the adjusted values lie nearer to the truth than the measured 
values. It is for this reason that work of an extended character 
is arranged so that some or all of the measured values will be 
involved in more than one triangle, thus greatly increasing the 
number of conditions which must be satisfied by the adjustment. 

The simplest system of triangulation is that in which the work 
is expanded or carried forward through a succession of independent 
triangles, each of which is separately adjusted and computed; 
and where the work is of moderate extent this is usually all that is 
necessary. The best triangulation system, under ordinary circum- 
stances, when the survey is of a more extended character, or 
great accuracy is desired, is that in which the work is so arranged 
as to form a succession of independent quadrilaterals, each of 
which is separately adjusted and computed. (In work of great 
magnitude the entire system would be adjusted as a whole.) 
A geodetic quadrilateral is the figure formed by connecting any 
four stations in every possible way, the result being the ordinary 
quadrilateral with both its diagonals included; there is no station 
where the diagonals intersect. The eight comer angles of the 
quadrilateral are always measured independently, and then 
adjusted {as explained later) so as to satisfy all the geometric 
requirements of such a figure. Other arrangements of triangles 
are sometimes used for special work. More complicated systems 
of triangles or adjustment are seldom necessary or desirable, 
except in the very largest class of work. Since triangulation 
systems are usually treated as a succession of independent figures 
it evidently makes no difference whether the figures overlap or 
extend into new territorj'. 

Every triangulation system is fundamentally made up of 
triangles, and in order that small errors of measurement shall not 
produce large errors in the computed values, it is necessary that 
only well shaped triangles should be permitted. The best shaped 
triangle is evidently equilateral, while the best shaped quadri- 
lateral is a perfect square, and these are the figures which it is 
desirable to approximate as far as possible. A well shaped 
triangle is one which contains no angle smaller than 30° (involving 
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the requirement that no angle must exceed 120°). In a quadri- 
lateral, however, angles much leas than 30° are often necessary 

and justifiable in the component triangles. 

10. Special Cases. It is often desirable and feasible (espe- 
cially on reconnoiaeance) to connect two distant stations with a 
narrow and approximately straight triangulation system, as shown 
diagrammatically by the several plans in Fig. 2. In these diagrams 
the heavj- dots represent the stations occupied, ail the angles at 
each atation being directly measured. The maximum length 




of sight is approximately the same in each case. The stations 
to be connected are marked A and B. In an actual survey, of 
course, the location of the stations could only approximate the 
perfect regularity of the sketches. 

In System I the terminal stations are connected by a simple 
chain of triangles. This plan is the cheapest and moat rapid, 
but also the least accurate. 

System II is given in two forms, which are substantially alike 
in cost and results, the hexagonal idea being the basts of each 
construction. This system not only covers the largest area, 
but greatly increases the accuracy attainable. The large num- 
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ber of stations in this syBtem necessarily increases both the labor 
and the cost, 

Syatem III is formed by a continuous succession of quadri- 
laterals, and is the one to use where the highest degree of accuracy 
ia desired. The area covered is less than in System I, but the cost 
and labor approximate System II. 

11. Classification of Triangulation Systems. It has been 
found convenient to classify triangulation systems {and the 
triangles involved) as primary, secondary and tertiary, based on 
the magnitude and accuracy of the work. 

Primary triangidation is that which is of the greatest magnitude 
and importance, sometimes extendii^ over an entire continent. 
In work of this character the highest attainable degree of accuracy 
(1 in 500,000 or better) is sought, using long base lines, large and 
well shaped triangles, the highest grade of instruments, and the 
best known methods of observation and computation. Primary 
base lines may measure from; three to ten or more miles in length, 
with successive base lines occurring at intervals of one hundred 
to several hundreds of miles (about 30 to 100 times the length 
of base), depending on the character of the country traversed and 
the instrument used in making the measurement. In primary 
triangulation the sides of the triangles may vary from 20 to 100 
miles or -more in length. 

Secondary triangulation covers work of great importance, 
often including many hundred miles of territory, but where the 
base lines and triangles are smaller than in primary systems, and 
where the same extreme refinement of instruments and methods 
is not necessarily required. An accuracy of 1 in 50,000 is good 
work. Base lines in secondary work may measure from one to 
three miles in length, and occur at intervals of about twenty to 
fifty times the length of base. The triangle sides may vary from 
about five to forty miles in length. 

Tertiary triangulation includes all those smaller systems 
which are not of sufficient size or importance to be ranked as 
primary or secondary. The accuracy of such work ranges upwards 
from about 1 in 5,000, The base lines measure from about a 
half to one and a half miles long, occurring at intervals of about 
ten to twenty -five times the length of base. The triangle sides may 
measure from a fraction of a mile up to about six miles in length. 

In an extended survey the primary triangulation furnishes 
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thfi groat main skeleton on which the accuracy of the whole survey 
depends; the secondary systems {branching from the primary) 
furnish a. great many well located intermediate points; and the 
tertiary systems (branching from the secondary) furnish the 
multitude of closely connected points which serve as the reference 
points for the final detailed work of the survey. 

12. Selection of Stations. This part of the work calls for the 
greatest care and judgment, as it practically controls both the 
accuracy and the cost ot the survey. Every effort, therefore, 
should be made to secure the best arrangement of stations con- 
sistent with the object of the survey, the grade of work desired, 
and the allowable cost. The base line is usually much smaller 
than the principal luies of the triangulation system, and there- 
fore requires an especially favorable location, in order that its 
length may be accurately determined. Approximately level 
or gently sloping ground {not over about 4°) is demanded for 
good base-line work. It is also necessary that the base line be 
connected as directly as possible with one of the main lines of the 
system, using a minimum number of well shaped triangles. The 
base-line stations and the connecting triangulation stations are 
consequently dependent on each other, in order that both objects 
may be served. In flat country the greatest freedom of choice 
would probably lie with the base-line stations, while in rough 
country the triangulation stations would probably be largely 
controlled by a necessary base-line location. 

The various stations in a triangulation system must be selected 
not only with regard to the territory to be covered and the for- 
mation of well shaped triangles, but so as to secure at a minimum 
expense the necessary intervisibility between stations for the 
angles to be measured. Clearing out lines of sight is expensive 
in itself, and may also result in damages to private interests. 
Building high stations in order to see over obstructions is like- 
wise expensive. A judicious selection of stations may materially 
reduce the cost of such work without prejudicing the other 
interests of the survey. It is important that lines of sight should 
not pass over factories or other sources of atmospheric disturb- 
ance. These and similar points familiar to surveyors must all 
receive the most careful consideration. 

13. Reconnoissance. The preliminary work of examining 
the country to be surveyed, selecting and marking the various 
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baBe-line and angle stations, determioing the required height 
for tower stations, etc., is called reconnaissance. As much infor- 
mation as possible is obtained from exbting maps, such as the 
height and relative location of probable station points and desir- 
able arrangement of triangles. The reconnoissance party then 
selectfl in the field the beet location of stations consistent with the 
grade and object of the survey and in accordance with the prin- 
ciples laid down in the preceding article. The reconnoissance 
is often carried forward as a survey itself, so that fairly good 
values are obtained of all the quantities which will finally be 
determined with greater accuracy by the main survey. When a 
point is thought to be suitable for a station a high signal is erected, 
aueh as a flag on a pole fastened on top of a tree or building, 
and the surrounding country is scanned in all directions to pick 
up previously located signals and to select favorable points for 
advance stations. 

The instrumental outfit of the reconnoissance party is selected 
in accordance with the character of the information which it 
proposes to obtain. In any event it must be provided with 
convenient means for measuring angles, directions, and eleva- 
tions. A minimum outfit would probably contain a sextant for 
measuring angles, a prismatic compass for measuring directions, 
an aneroid barometer for measuring elevations, a good field glass, 
and creepers for climbing poles and trees. 

A common problem for the reconnoissance party is to estab- 
lish the direction between two stations which can not be seen 
from each other until the forest growth is cleared out along 
the connecting line. Any kind of a traverse run from one station 
to the other would furnish the means for 

computing this direction, but the follow- a b 

ing simple plan can often be used: Tn. _pi 

Let AB, Fig. 3, be the direction it is \ x,, /^ / 
desired to establish. Find two inter- \ ^/"^ / 

visible points C and D from each . of \ /""^ x,^ / 
which both A and B can be seen. c^^~— — — _J^\/ 
Measure each of the two angles at C D 

and D and assume any value (one is Fia. 3. 

the simplest) for the length CD. From 

the triangle ACD compute the relative value of AD. Sim- 
Qarly from BCD get the relative value of BD. Then from the 
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triangle ABD compute the angles at A and B, which will give 
the direction of AB from either end with reference to the point 
D. All computed lengths are necesearily only relative because 
CD was assumed, but the computed angles are of course correct. 

The required inter visibility of any two stations must be finally 
determined on the ground by the reconnoisaance party, but a 
knowledge of the theoretical considerations governing this ques- 
tion is of the greatest importance and usefulness. 

14. Curvature and Refraction. Before discussing the inter- 
visibility of stations it is necessary to consider the effect of curva- 
ture and refraction on a line of sight, In geodetic work cwvature 




Fia. 4. 

is xmderstood to mean the apparent reduction of elevation of 
an observed station, due to the rotundity of the earth and 
consequent falling away of a level line (see Art. 76) from a 
horizontal line of sight. Refraction is understood to mean the 
apparent increase of elevation of an ob'served station, due to 
the refraction of light and consequent curving of the line of sight 
as it passes through air of differing densities. The net result 
is an apparent loss of elevation, causing an angle of depression 
in sighting between two stations of equal altitude. In Fig. 4 
the circle ADE represents a level line through the observing 
point A, necessarily following the curvature of the earth. Assum- 
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ing the line of sight to be truly level or horizoDtal at the point 
A, the observer apparently sees in the straight line direction 
AB (tangent to the circle at A), but owing to the refraction of 
light actually looka along the curved line AC (also tangent at 
A). The obaerver therefore regards C as having the same eleva- 
tion as A, whereas the point D is the one which really has the 
same elevation as A. There is hence an apparent loss of eleva- 
tion at C equal to CD, as the net result of the loss BD due to 
curvature and the gain BC due to refraction. Just as C appears 
to lie at B, so any point F appears to lie at a corresponding point 
G. The apparent difference of elevation of the points A and 
F is measured by the line EG, the true difference being DF. 
As DF =DG-¥ BD - FG, the apparent loss equals BD - FG, 
which does not ordinarily differ much from CD. 




Fia. 5. 

So far as the intervlsibility of two stations is concerned it is 
only necessary to know the effect of curvature and refraction 
with reference to a straight line tangent to the earth at mean 
sea level. Referring to Fig. 5, BD represents the effect of 
curvature, and BC the effect of refraction, as in the previous 
figure. By geometry we have 

AB' = BZ) X BE. 

The earth is so large as compared with any actual case in 
practice that we may substitute AD (^distance, called K) 
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for AB, and DE ( = 2R) for BE, without any practical error, 

and write 

Distance^ K» 

BD = curvature = -r p ^ — — ^ — --jr , 

Aver. diam. of earth 2R ' 

in which all values are to be taken in the same units. (For 
mean value of R soc Tabic X at end of book.) Aa the reault of 
proper investigations we may also write 

BC = refraction = 



Aver. rad. of earth 



in which m is a coeiRcient having a mean value of .070, and K and 
R are the same as before. (For additioDal values of m see Art. 85.) 
We thus have 

BZ) -BC= CD =curv. and refract. = (l-2m)^. 

Table I (at end of book) shows the effect of curvature and 
refraction, computed by the above formula, for distances from 
1 to 66 miles. 

16. Interrisibility of Stations The elevation (or altitude) 
of a station is the elevation of the observing instrument above 
mean sea level. This is not to be confused with the height of a 
station, which is the elevation of the instrument above the natural 
ground. In order that two stations may be visible from each 
other the line of sight must clear all intermediate points. The 
necessary (or minimum) elevation of each station will therefore 
be governed by the following considerations: 

1. The elevation of the other station. Obviously a line of sight 
which is required to clear a given pomt by a certain amount can 
not be lowered at one end without being raised at the other. 

2. The profile of the intervening country. It is evidently not 
only the height of an intermediate point but also its location 
between the two stations that will determine its influence on their 
intervisibility. An elevation great enough to obstruct the line 
of sight if located near the lower station might be readily seen 
over if located near the higher station. 

3. The distance between the stations. Owing to the curvature 
of the earth it is necessary in looking from one point to another 
to see over the intervening rotundity, the extent of which depends 
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on the distance between the stations. Since lines of sight are 
nearly straight this can not be accomplished unless at least one 
of the stations has a greater elevation than any intermediate 
point. Owing to the refraction of light the line of sight is not 
really a straight line, but in any actual case is practically the arc 
of a circle, with the concavity downwards, and a radius about 
seven times that of the earth. This fact slightly lessens the 
elevation necessary to see over the rotundity, but otherwise 
does not change the conditions to be met. Thus in Fig. 5 the 
points F and C are just barely intervisible, though F and C both 
have greater elevations than A. 

In view of the above facts it is usually necessary to place 
stations on the highest available ground, such as ridge lines, 
summits, or mountain peaks, increasing the height, if necessary, 
by suitably built towers. 

The simplest question of intervisibility is illustrated in Fig. 5, 
where all points between station F and station C lie at the eleva- 
tion of mean sea level. If the elevation of F is given or assumed 
the corresponding distance HA to the point of tangency is taken 
out directly from Table I (interpolating if necessary) . The 
value CD corresponding to the remaining distance AD is then 
taken out from the same table, and gives the minimum elevation 
of C which will make it visible from F. Thus if HD = 30.0 
mUes, and elevation of F= 97.0 ft., we have HA = 13.0 miles, 
and the remaining distance AD = 17.0 miles, calling for a min- 
imum elevation of 165,8 ft. for station C. 

In general the profile between two stations is more or less 
irregular, and the question can not be handled in the above 
simple manner. It is usually necessary to compute the elevations 
of the line of sight at a number of different points and compare 
the results with the ground elevation at such points. The critical 
points are usually evident from an inspection of the profile. 
Owing to the uncertainties of retraction accurate methods of 
computation are not worth while; different methods of approx- 
imation give slightly different results, but all sufficiently near 
the truth for the desired purpose. 

The following example will show a satisfactory method of pro- 
cedure in any case that may arise in practice. The line AEJP, 
Fig. 6, page 16, is the natural profile of the ground, and it is desired 
if possible to eatablish stations at A and P. The critical points 
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that might obetnict the line of sight are evidently at E and J. 
Assume the following data to be known: 



Elevations (above M. S. L.). 
A -1140.6 ft. -AS 
B- 1322.7 " -EH 
J -1689.0 " ~JN 
P =2098.3 " =PR 



For an imaginary line of eight BQ, horizontal at B we have 
from Table I (by interpolating) : 



Distances (at mean sea level) . 
Bfl -30.0 miles 
HAf - 10.1 " 
iVfl-10.7 " 



- 516.4 ft. -CH. 
Elevation of 1 M - 922.8 " -MA'. 
1 g - 1480.9 " -Q«. 



Hence i'0 = 617.4. ft. 




Assuming the lines of sight BP, AP, and AO to have the s 
radius of curvature as BQ, we may write approximately 



PQ' 



BH 
'BR 



LM 

PQ ■ 



BN 
' BR' 



giving, by substitution. FG= 364.6 ft. and Lnf= 498.3 ft. 
Hence we have elevation of | ^ , jn, . *i 



By the similar approidmations 
and 



DF 
AB~ 



FP 
BP' 



HR 
BR 



KL 
AB' 



NR 
' BR' 
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1 DF = 467.0 ft. and KL = 240.2 ft. 

= 1348.0 ft. 
= 1661.3 ft. 

Hence the line of sight AP clears E by 25.3 ft,, but fails to 
clear J by 27.7 ft. 

16. Height of Stations. Referring to the previous article, 
suppose it is desired to erect a tower OP, so that the line of sight 
OA shall clear the obstruction J. It was found tHat the line 
PA failed to clear J by 27.7 ft., and it is not desirable to have a 
line of sight less than 6 ft. from the ground, hence IK should be 
about 34 ft. Using the approximation 

OP^AP^^BR OP^ ^ 50^ 

IK ' AK BN '"" 34.0 40.1 ' 
we find OP =43.1 ft. 

Hence a suitable tower at P should not be less than 43 ft. 
high. If it were desired to build a smaller tower at P, the instru- 
ment at A would also have to be elevated, the amount being 
determined by a similar plan of appi'oximation. . It is evident 
that the least total height of towers is obtained by building a 
single tower at the station nearest to the obstruction. If the 
obstruction is practically midway between the stations the com- 
bined height of any two corresponding towers would of course 
come the same as that of a suitable single tower. If more than 
one obstruction is to be seen over, the most economical arrange- 
ment of towers is readily found by a few trial computations. 

In heavily wooded country tower stations extending above the 
tree tops are frequently more economical than clearing out long 
lines of sight, and their construction is therefore justified even 
though the intervening country would not otherwise demand 
their use. In general it is not wise to have a line of sight near 
the ground for any large portion of its length, on account of the 
unsteadiness of the atmosphere and the risk of sidewise refraction. 

17. Station Marks. Any kind of a survey requires the station 
marks to remain unchanged at least during the period of the 
survey. When work is of sufficient magnitude or importance 
to justify geodetic methods and instruments, permanent station . 
marks are usually desirable. The best plan seems to be to place 
the principal mark below the ground, as least likely to suffer 
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diEturbance by frost, accident, or malicious interference. Though 
many plans have been tried, the common underground mark 
consists of a stone about 6"X6"X24" placed vertically with 
its top about 30" below the siu^ace of the ground, the center 
point being marked by a small hole or copper bolt. The under- 
ground mark is of course only used in case there is reason to 
think the surface mark has been moved. The surface mark 
usually consists of a similar stone, reaching neariy down to the 
bottom stone and extending a few inches above the surface, 
with the station point similarly marked. Three witness stones 
are commonly set near the station (where least likely to be dis- 
turbed, ordinarily 200 or more feet from the station, and forming 
approximately an equilateral triangle), with their azimuths 
and distances recorded, so that the station might be restored 
if entirely destroyed. Stones about 36" long and projecting 
about 12" above the surface have proven satisfactory. Other 
means of establishing permanent stations will suggest themselves 
to the surveyor when the surrounding conditions are known. 

X8. Observing Stations and Towers. In addition to the station 
mark a suitable support is required to carry the observing instru- 
ment. Unless the tripod is very heavy and stiff it will not prove 
satisfactory. In such a case a rigid support must be "provided. 
Heavy posts well set in the ground may serve as the basis for 
such a construction for a low height, bracing as may prove neces- 
sary for rigidity. If an observing platform is built it must not 
be connected in any way with the structure that carries the instru- 
ment. A low masonry pier makes an excellent station. Under 
15 ft. in height a tripod can be built at the station heavy enough 
to be satisfactory as an instrument support. For greater heights 
a regular tower should be built to carry the instrument, so braced 
and guyed as to be absolutely immovable and free from vibra- 
tion. The observer's platform must be carried by an entirely 
independent structure surrounding the instrument tower with- 
out being in any way connected with it, or in any way possible 
to come in contact with it. A light awning on a framework 
attached to the observer's platform should shelter the instrument 
from the sun. Fig. 7 shows a common form of tower station. 

19. Station Signals or Targets. These terms (used more or 
less interchangeably) refer to that object at a station which is 
sighted at by observers at other stations. A satisfactory target 
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must be distinctly visible against any background and of suit- 
able width for accurate bisection, and preferably free from phase. 
When the face of a target is partially illuminated and partially 
in shadow, the observer usually sees only the illuminated portion 
and thus makes an erroneous bisection, the apparent displace- 
ment of the center of the target being called phase. Targets of 
this kind have been used and rules for correction for phase devised, 
but tai^ets free from phase are much to be preferred. The target 
may be a permanent part of the station (such as a flagpole carried 
by an overhead construction so as to clear the instrument), or 
only brought into service when the station is not occupied (such 
as flagpoles, heliotropes or night signals). In any case a signal 
must of course be accurately centered over the station. Eccentric 
signals are sometimes used, involving a corresponding reduction 
of results, but where the instrument and signal can not occupy 
the same position it is more common to regard the signal as the 
true station and the instrument as eccentric. 

Board Signals. Approximately square boards, three or more 
feet wide, painted in black and white vertical stripes or other 
designs, have been tried as targets and found usually unsatis- 
factory, except for distances of a few miles only. The painted 
designs are hard to see unless in direct sunlight and not easy to 
bisect even then. They present their full width in only one 
direction. If two such boards are placed at right angles (whether 
as a cross or one above the other) so as to give a good apparent 
width in any direction, the shadow of one board on the other 
produces the very phase difficulty that board targets were designed 
to prevent. . 

Pole Signals. Round (sometimes square) poles, painted black 
and white in alternate lengths, are frequently used for signals. 
Against a sky background they give good results, but against 
a dark background they may give the usual trouble fram phase. 
Their diameter should be about li inches for the first mUe, 
increasing roughly as the square root of the distance. Their siae 
becomes prohibitoiy for distances of over 15 or 20 miles. The 
equivalent of a pole signal, made out of wire and canvas and free 
from phase, was found very satisfactory on the Mississippi River 
Survey. The general construction consisted of four vertical 
wires forming a square, held' in place by wire rings (all con- 
nections soldered), black and white canvas being stretched 
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across the diagonal wires between the successive rings, so as to 

form a vertical series of blaclt and white planes at right angles 
to each other and showing both colore in both directions. The 
distance between the rings was made several times the diameter 
of the rings, so that any shadow or phase effect would affect only 
a very small part of the length of each canvas. In addition to 
being accurately centered any pole or equivalent signal must of 
course be set truly vertical. 

Hdiotropes. When the distance between stations exceeda 
about 15 or 20 miles resort is had to reflected sxmiight as a signal. 
If the reflecting surface is of proper siae such a signal is entirely 
satisfactory for any distance from the smallest to the largest, 
on account of the certainty with which it is seen. Any device 
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FiQ. 8. — Heliotrope. 

by which the rays of the sun may be reflected in a given direction 
is called a heliotrope, the essential features being a plane mirror 
and a line of sight, A simple form of such an instrument is 
shown in Fig. 8, An additional mirror (called the back mirror) 
is also required, in order to reflect the sunlight onto the main 
mirror when it can not be directly received. The heliotrope is 
generally mounted on a tripod, with a horizontal motion for 
lining in with the distant station, and is centered over its own 
station with a plumb bob. 

In more elaborate forms a telescope with imiversal motion 
furnishes the line of sight, the mirror and vanes being mounted 
on top of it. 

In using the instrument it is pointed towards the observing 



:.vGoo<^Ic 



22 GEODETIC SURVEYING 

Btation by means of the sight vanea or telescope, and the mirror 
is turned so as to throw the shadow of the near vane centrally 
on the farther vane, an attendant moving the mirror slightly 
every few minutes as required. The cone of rays reflected by 
the mirror subtends an angle of about 32 minutes (the angular 
diameter of the sxm as seen from the earth), or about 50 feet 
in width per mile. The light will therefore be seen at the observ- 
ing station if the error of pointing is less than 16 minutea or about 
25 feet per mile. The topographical features of the country 
generally enable the heliotroper to locate a station with this degree 
of approximation without any other aid, though it is well to be 
provided with a good pair of field glasses if the heliotrope has no 
telescope. The observing station usually has a heliotrope also, 
so that the two stations may be in communication by agreed 
signals or by using the telegraphic alphabet of dots and dashes 
(long flashes for dashes and short ones for dots, swinging a hat or 
other handy object in front of the mirror to obscure the light as 
desired). When each station has a heliotrope they soon find each 
other by swinging the light around slowly until either one catches 
the other's light, when the two heliotropes are quickly and 
accurately centered on each other. 

The best size of mirror to use depends on the character of the 
observing instrument, the state of the atmosphere, and the dis- 
tance between stations. In order to have a signal capable of 
accurate bisection it must be neither dangerously indistinct nor 
dazzlingly bright. Between these limits there is a wide range 
of light which ia satisfactory. If the light is too bright it is 
readily reduced by covering the mirror with a cardboard disc 
containing a suitable sized hole. A min-or whose diameter is 
proportioned at the rate of 0.2 inch per mile of distance will 
answer well for average conditions of climate and instruments. 
In the dry climate of our western states one-half this rate will 
prove sufficient. In the southern part of California the writer 
has seen a six-inch mirror for 80 miles across the Yuma desert with 
the naked eye, but this required exceptionally favorable conditions. 

The apparent size of the heliotrope light varies remarkably 
with the time of day and the condition of the atmosphere, this 
phenomenon being an actual measurable fact and not an optical 
illusion. At sunrise and sunset the light appears as small as a 
star, almost covered by the vertical hair, and giving a perfect 
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pointmg. Anywhere within about two hours of sunriae and sunset 
the image is circular, clean cut, and readily bisected, the size 
of the image increasing rapidly with the distance of the sun above 
the horizon. After the sun has risen a couple of hoiirs above 
the horizon imtil noon the image gradually gets more and more 
irregular in outline and gains in size at an enormoue rate, some- 
times filling 25 per cent of the field of view of the telescope at 
noon. The image then decreases in size and becomes gradually 
more regular in outline, becoming fit to observe again about two 
hours before sunset. Wben the wind blows strongly the image 
elongates like an ellipse, and appears to wave and flutter like 
a flag. If the attendant ne^ects his work, so that either the 
back mirror or main mirror is poorly pointed, the image loses 
rapidly in brilliancy. On the United States Boundary Survey, 
however, it was found by the most careful micrometric experi- 
ments that the center of the apparent image always corresponded 
with the true center of station. 

Only one objection has been urged against the heliotrope, 
namely, that it can only be used when the sun is shining, while 
angles are be.^t measured on cloudy days. Nevertheless, the 
heliotrope furnishes the best solution for long distance signals 
in the daj'time, and good results can be obtained by making the 
measurements close to simrise and sunset. For the best class 
of work the afternoon period is much the best, as great risk of 
sidewise (lateral) refraction always endangers the work of the 
morning period. 

Night signals. A great deal of geodetic work has been done 
at night, using an artificial light as a signal, aided by a lens or 
parabolic reflector. XTp to about forty miles a kerosene light with 
an Argand burner is entirely satisfactory. Over forty miles a 
magnesium ribbon burned in a special lamp meets every require- 
ment. Other kinds of lights have been successfully used, but 
those above given have the advantage that only unskilled labor 
is required to operate them, such as can operate heliotropes in 
the daytime. Up to midnight fully as good work can be done 
as in the daytime, but the remainder of the night does not pro- 
vide favorable atmospheric conditions for close work. The chief 
advantage of night work is, of course, the fact that it practically 
doubles the number of hours per day available for good work. 
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20. General Scheme. The accurate measurement of base 
lines required for geodetic work may be accompliehed with rigid 
baae-bars plttced successively end to end, or with flexible wires 
or tapes stretched successively from point to pohit. Base-bars 
were formerly used exclusively for the highest grade of work, 
but tape or wire measurements are rapidly growing in favor. 
The Corps of Engineers, U.S.A., uses steel tapes for its base- 
line work, while the U. S. Coast and Geodetic Survey uaea both 
base-bars and steel tapes. The convenience of the steel tape is 
apparent, and the ease and rapidity with which it can be used 
are strong points in its favor. 

No form of measuring apparatus maintains a constant length 
at all temperatures, nor is it often possible to measure along a 
mathematically straight line. Base lines can seldom be located at 
sea level. The actual length of a bar or tape under standard 
conditions (called its absolute length) is seldom found to be 
exactly the same as its designated length. Tapes and wires are 
elastic, and their length varies with the tension (pull) under 
which they are used. The weight of tapes or wires (when unsup- 
ported) causes them to sag and thus draw the ends closer together. 
In base-bar work corrections may hence be required for absolute 
length, temperature, horizontal and vertical alignment, and reduc- 
tion to mean sea level. With tape or wire measurements correc- 
tions may be required for absolute length, temperature, pull, 
sag, horizontal and vertical alignment, and reduction to mean sea 
level. These corrections will be considered in turn after describ- 
ing the types and use of bars and tapes. 

21. Base-bars and Their Use. The fundamental idea of a 
base-bar is a rigid measuring unit, such as a metallic rod. The 
general scheme of measuring a base requires the use of two 
such bars. The first bar is placed in approximate position. 
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supported at the quarter points by two tripods or trestles, care- 
fully aligned both horizontally and vertically, and moved longi- 
tudinally forward or backward until its rear end is vertically 
over one end of the base line. The second bar, similarly supported 
and aligned, is then drawn longitudinally backward until its rear 
end is just in contact with the forward end of the first bar. The 
first bar and its supports are then carried forward, alignment and 
contact made as before, and the measurement so continued to 
the end of the base. In the simple form outlined above the 
method would not produce results of sufficient accuracy for 
geodetic work, but with the perfected methods and appa- 
ratus in actual use measurements of extreme precision may be 
made. 

Several features are more or less common to all types of base- 
bar. The actual measuring unit is generally made of metal and 
protected by an outer casing of wood or metal. Mercurial 
thennometere are located inside the casing for temperature 
measurements. Means are provided for aligning the bars hori- 
zontally, usually a telescope suitably mounted at the forward 
end of the bar. Vertical alignment is provided for, usually 
by a graduated sector carrying a level bubble, moimted on the 
side of the bar near its central point, eo that the bar may be made 
truly horizontal or its inclination determined. A slow motion 
is provided for making the contact with the previous bar; the 
slow motion is produced by turning a milled head at the rear of 
the bar, which moves the measuring unit only, the casing remain- 
ing stationary in its approximate position on the tripods on 
account of the friction due to the weight of the bar. The rod 
(or tube) constituting the measuring unit terminates at its for- 
ward end with a small vertical abutting plane; the rear end 
of the rod carries a sliding sleeve pressed outward by a light 
spring and ending in a small straight knife edge for making the 
contact with the abutting plane of the previous bar; the length 
of the bar is the distance between the knife edge and the abutting 
plane of its measuring unit when the sliding sleeve is in its proper 
place, indicated by a mark on the sleeve .coinciding with a mark 
on the rod; the forward bar is therefore brought into proper 
position without disturbing the rear bar, the only pressure on 
the rear bar being that due to th§ light spring controlling the 
contact sleeve while the forward measuring unit is slowly drawn 
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backward until the coincidence of the indicating lines shows that 
the bar is in its proper place. 

One of the earlier fomis of bar used by the U. S, Coaat and 
Geodetic Survey is described in Appendix No. 17, Report for 1880, 
and called a perfected form of a contact-slide base apparatus. 
This bar was an improvement on similar bars in previous use, 
and besides the features enumerated above contained a new 
device for determining its own temperature. The actual measuring 
unit was a steel rod 8 mm. in diameter. A zinc tube 9.5 mm. 
in diameter was placed on each side of the steel rod (not quite 
reaching either end). The rear end of one zinc tube was soldered 
to the rear end of the steel rod, and the forward end of the other 
zinc tube was soldered to the forward end of the steel rod. By 
suitable scales on the steel rod and the free ends of the zinc tubes 
the apparatus was thus converted into a metallic thermometer 
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Fig. 9. — lliennometric Baee-bar. 

(zinc having a coefficient of expansion about 2| times that of 
steel), so that the temperature of the bar became very accurately 
measured. In Fig. 9 the arrangement is shown in outline, 
the light line indicating steel and the heavy lines zinc. This bar 
was 4 meters long. 

In Appendix No. 7, Report for 1882, a compensating bar is 
described. This bar is made of a central zinc rod and two side 
steel rods, as shown in Fig. 10. The ends of this bar i 



Pig. 10.— Compensatii^ Base-bar. 

nearly the same distfOice apart at all temperatures. The com- 
pensation is not absolutely perfect, however, and the scales at 
each end indicate the temperature so that the final small correc- 
tion may be made for this cause. This bar was 5 meters long. 
In Appendix No, 11, Report for 1897, the Eimbeck duplex- 
base-bar is described, this bar having almost entirely superseded 
those previously discussed. This bar is a bi-metallic contact- 
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slide apparatus consisting of two measuring units of precisely 
similar construction, one of steel and one of brass, each 5 meters 
in length, and weighs complete 118 pounds. The meaauring 
units ■ are made of tuliing | inch in diameter, each having a 
thickness of wall corresponding to the conductivity and specific 
heat of the material of which it is made, so that under changing 
conditions each tube shall keep the same temperature as the 
other one, which is an essential requirement. The two measuring 
tubes are carried in a brass protecting casing, which turns on 
its longitudinal axis in an outer brass protecting casing which 
remains stationary. The inner casing is rotated 180° from time 
to time to equalize temperature distribution. This bar is illus- 
trated in Figs. 11 and 12, The two measuring units are entirely 
disconnected, and contact is always made brass to brass and steel 
to steel, so that two independent measures of the base are 
obtained, one by the brass unit and one by the steel unit. The 
difference in the length of these two measurements furnishes 
the key to the average temperature of the bare during the 
measuring, so that the correction for temperature can be very 
closely determined. Since the coefficient of expansion for brass 
is about li times that for steel, the two measuring units are 
seldom of the same length, and the shorter one continually 
gains on the longer one. To overcome this diffictilty the meas- 
uring units are provided with vernier scales, and the brass 
bar is occasionally shifted a small amount which is read from 
the scales and recorded for an evident purpose. The duplex bar 
is superior to the bars previously described both in speed 
and accuracy, A speed of forty bars per hour is readily main- 
tained. 

The tripods used to support base-bars must be absolutely 
rigid. Special heads are provided so that both quick and slow 
motion are available for raising the bar support. The rear tripod 
usually has a knife-edge support and the front one a roller sup- 
port. By easing the weight on the edge support the bar may 
be readily moved on the roller support and quickly brought into 
proper position. 

Satisfactory work is accomplished with base-bars at all hours 
of the day. In order to protect the bars from the extreme beat 
of the sun, however, a portable awning is often placed over them, 
which is dragged steadily forward as the work advances. 
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22. Steel Tapes and Tfaeir Use. Steel tapes for base-line work 
do not differ materially from ordinary tapes except in length. 
Surveyors generally use tapes 50 or 100 feet long, and with 
proper precautions a high grade of work can be done. Better 
or quicker work, however, can probably be done with longer 
tapes, such tapes usually being also somewhat smaller in cross- 
section. Experience shows that tapes 300 to 500 feet in length 
and with about 0.0025 square inch cross-section are entirely 
satisfactory. 

It is seldom desirable to use the tape directly on the ground, 
on account of the uneven surface and the uncertainties of fric- 
tion. The usual way is to support the tape at a number of equi- 
distant points (20 to 100 feet), letting it hang suspended between 
these points and computing the corresponding correction for 
sag. In order to avoid any friction the supports are usually 
wire loops swinging from nails driven in carefully aligned stakes. 
Unless the points of support are on an even and determined 
grade it is necessary to measure the elevation of each such point, 
in order to make the necessary reduction for vertical alignment, 
that is, reduction to the horizontal. The points of support 
must have such elevations that the pull on the tape wilt not 
lift it free of any of the supports. No change of horizontal 
alignment is allowable within a single tape length. It is evident 
that good work can not be done with a suspended tape if an 
appreciable wind is blowing. 

The pull on the tape must be exerted through the medium 
of a spring balance or other device attached to the forward end. 
The puii adopted may be from 12 to 20 pounds, depending on the 
weight of the tape and the distance between supports, so as to 
prevent excessive sagging and to hold the tape in line. For an 
accuracy of 1 in 50,000 the pull may be made with a good spring 
balance, properly steadied by connection with a good stake. 
For extreme accuracy the pull must be known within a question 
of ounces, and special stretching devices attached to firmly driven 
stakes are required. The desired amount of pull can be very 
accurately made through the simple device of a weight acting 
through a right-angled lever turning on a knife-edge fulcrum; 
the device must be so mounted that the lever arms can be brought 
into a truly vertical and horizontal position when the strain is 
on the tape. 
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The length of a steel tape is materially modified by a moderate 
change of temperature, so that the greatest care is required in 
making the corresponding correction. It is found in practice 
that a high grade of work can not be done in direct sunlight, 
owing to the difficulty of ascertaining the temperature of the tape, 
a mercurial thermometer held near the tape or in contact with it 
failing to give the true value by many degrees. An accuracy 
of 1 in 50,000 requires the mean temperature of the tape to be 
known within a degree, and an accuracy of 1 in 500,000 to within 
one-fifth of a degree. The highest grade of work can therefore 
be done only on densely cloudy days or at night. 

In the common method of using steel tapes the tape is stretched 
(suspended) between two tripods (or posts driven or braced until 
immovable), the rear one being carried forward in turn for each 
new tape length. Intermediate supports are provided as previ- 
ously described, if necessary. The rear end of the tape is con- 
nected with a straining stake a few feet back of the rear tripod; 
the front end is connected with the spring balance or other device 
for giving the desired pull, the strain at this end also being 
resisted by a suitable stake or stakes beyond the forward tripod; 
in this way no strain is allowed to come on either tripod, A 
small strip of zinc is secured to the top of each tripod, and each 
tripod is set with sufficient care so that the end mark on the 
tape will come somewhere on the zinc strip, the exact point being 
marked by making a fine scratch on the zinc with any suitable 
instrument. In regard to temperature measurements tapes 100 
feet or less in length ought to have two thermometers tied to 
them, one at each quarter point; longer tapes, up to about 300 
feet, ought to be equipped with three thermometers, one at the 
center, and one about one-sixth the length from each end. 

Professor Edward Jaderin of Stockholm has obtained the very 
best results in a method slightly differing from the above. Profes- 
sor Jaderin prefers a tape 25 meters long, 5 centimeters each 
side of the 25-meter mark being graduated to millimeters and 
read by estimation to the nearest tenth of a millimeter. Each 
tripod carries a single fixed graduation, and the distance between 
the marks on two successive tripods must not vary more than 5 
centimeters either way from 25 meters. By means of the end 
scale on the tape the exact distance from tripod to tripod is 
determined and the whole base found by the sum of the results. 
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The best work can only be done on densely cloudy days or at 
night. 

23. Invar Tapes. By aUoying steel with about 35 per cent 
of nickel a material is produced possessing an exceedingly small 
coefficient of expansion, this discovery being due to C. E. GuJl- 
laume (of the International Bureau of Weights and Measures, 
near Paris). For this reason the name "invar" (from "inva- 
riable ") has been applied to this material. Tapes made of invar 
have proven extremely aatisfactoiy for the accurate measure- 
ment of base lines, errors in determining the temperature of the 
tape being of so much lees importance, than with steel tapes, which 
makes it possible to do first class work at all hours of the day. 

The coefficient of expansion of invar is about 1:28 that of 
steel,, or about 0.00000022 per degree Fahrenheit. The modulus 
of elasticity is about 8 : 10 that of steel, or about 23,000,000 pounds 
per square inch. The tensile strength ie about 100,000 pounds 
per square inch, or about half that of the ordinary steel tape, but 
amply sufficient for the purpose. The yield point is about 70 
per cent of the tensile strength. 

In 1905 the Coast Survey purchased six invar tapes from 
J. H. Agar Baugh, London, Eng,, for the purpose of subjecting 
them to the actual test of field work and comparing them with 
steel tapes imder similar conditions. (See Appendix No. 4, 
1907.) These tapes averaged about 0".02x0".25 in cross- 
section, about 53 meters in length, looked more like nickel than 
steel, and were full of innumerable small kinks which, however, 
did not cause any inaccuracy in actual service. They were veiy 
soft and easily bent, being much less elastic than steel, and requir- 
ing reels 16 inches in diameter to prevent permanent bending. 
• Steady loads up to 60 pounds caused no permanent set. While 
rusting more slowly than steel tapes oiling and care were found 
to be necessary. 

The experience of the Coast Survey with invar tapes indicates 
that they possess no properties derogatory to their use for base- 
line work, and that imder similar conditions both better and 
cheaper work can be done than with steel tapes. They are used 
in all respects like steel tapes, using special care to avoid injury 
from bending. 

24. Measurements with Steel and Brass Wires. Professor 
Edward Jadcrm of Stockholm has found it possible to do excellent 
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base-line work throughout the entire day by using steel and brass 
wires instead of steel tapes. (See U. S. C. and G. S. Appendix 
No. 5, Report for 1893.) The object of using the metal in wire 
form instead of tape form is to minimize the effect of the wind, 
since the circular cross-section (for the same area) exposes much 
less surface to the action of the wind than the flat surface of 
the tape form. The method used is the same as described in the 
last paragraph of Art. 22, except that two values are obtained 
for the distance between each pair of tripods, one with the steel 
and one with the brass wire. Two measurements of the whole 
base line are thus obtained, and from their difference the average 
temperature of the wires is deduced and hence the corresponding 
correction. The assumption is made that the wires are always of 
equal temperature, both being given the same surface (nickel 
plate, for example), the same cross-section, and the same hand- 
ling. The principle is identical with that of the Eimbeck 
duplex base-bar described in Art. 21. 

26. Standardizing Bars and Tapes. The nominal length of a 
bar or tape is its ordinary designated length, as, for example, a 
fifty-foot tape or a five-meter bar. The. actual length seldom 
equals the nominal length, but varies with changing conditions. 
The absolute length is the actual length under specified conditions. 
If the absolute length is known, the laws governing the change of 
length with changing conditions, and the particular conditions 
at the time of measuring, then the actual length of the measuring 
unit becomes known, and consequently the actual length of the 
line measured. By standardizing a bar or tape is meant deter- 
mining its absolute length. Such an expression as the " tem- 
perature at which a bar or tape is standard " means the tempera- 
tuite at which the actual and designated lengths agree. 

The absolute length of a bar or tape may be determined in a 
number of ways, but the essential principle in each case is the 
same, namely, the comparing of the unknown length with some 
known standard length at an accurately known temperature. 
If the comparison is made in-doors, the room must be one (such 
as in the basement of a building) where the temperature remains 
practically constant for long periods, so that the temperature of 
the measuring units will be the same as that of the surrounding 
air. If the comparison is made in the open air the work must be 
done on a densely cloudy day or at night, for the same reason. 
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Tapes are generally standardized supported horizontally 
throughout their length, at any convenient ptill and temperature, 
the Coast Survey reducing the results by computation to a stand- 
ard puli of 10 pounds and temperature of 62° F. The absolute 
length of a tape may be found by measuring it with a shorter 
unit (such as a standard yard or meter bar); by comparing it 
with a similar tape whose absolute length is known; by comparing 
it with fixed points whose distance apart is accurately known; 
or by measuring with it a base line whose length is already accur- 
ately known. For a nominal fee the Coast Survey at Washington 
will determine the absolute length of any tape up to 100 feet in 
length. 

Any device or apparatus which permits a measuring unit to 
be compared with a standard length is called a comparator. It 
is quite common at the commencement of a survey to fix two 
points at a permanent and well determined distance apart, and 
compare all tapes used with these points from time to time; the 
standard or reference distance thus established would be called 
a comparator. In the laboratory the comparator may be a very 
elaborate piece of apparatus with micrometer microscopes, by 
which the most accurate comparisons may be made, or with 
which a measuring unit may be most accurately measured by a 
shorter standard. 

Base-bars are probably most readily and accurately standard- 
ized by measuring a base line of known length with them. The 
actual length of the bar thus becomes known, by computation, 
for the temperature at which the measurement was made; and 
by means of its coefficient of expansion its length becomes known 
at any temperature. 

Measuring the same base with the same bar or tape, at widely 
different temperatures, furnishes a good means of determining 
the coefficient of expansion if it is not otherwise known. With 
the compensating bar the coefficient of the residual expansion 
(since the compensation is never perfect) may he thus obtained. 

If a base line of known length is measured with a duplex 
base-bar at a certain average temperature, the average actual ■ 
length of each component bar (steel and brass) becomes known 
for that temperature, and the difference in these average lengths 
indicates that particular temperature and that particular length of 
each bar. The absolute length of each component is thus known 
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for that particular temperature. If the same thing is done at a 
widely different temperature the same information is obtained 
at the new temperature. Since the average length of each com- 
ponent is obtained at the two different temperatures the coejicient 
of expansion of each component becomes knotvn. Since the differ- 
ence in the lengths of the components is known at two widely 
separated temperatures, and since this difference changes imiformly 
from the lower to the higher temperature, the temperature corre- 
sponding to any particular difference in the length of the bars also 
becomes known. In measuring an unknown base with a duplex 
bar (provisionally using the absolute length of each component 
at the standard temperature on which the coefficient of expansion 
is based) the total difference by the two component bars becomes 
known, hence the average difference per bar length, hence the 
average temperature, hence by combination with the coefficient 
of expansion the actual length of each component at the time 
of measurement, hence the actual length of the base line. The 
result must, of course, be the same whether finally deduced from 
the steel or from the brass component, thus furnishing a good 
check on the computations. When base lines are measured 
with steel and brass wires these wires are standardized and used 
in the same manner as the duplex base-bar, 

A base line of known length, to be used for standardizing 
bars or tapes, may be one that is measured with apparatus already 
standardized, or one measured with a base-bar packed in melting 
ice so as to ensure a constant and known temperature. 

26. Corrections Required in Base-line Work. As explained 
in Art. 20, if a base line is measured with base-bars corrections 
may be required for absolute length, temperature, horizontal and 
vertical alignment, and reduction to mean sea level. If the base 
line is measured with supported tapes or wires an additional 
correction may be required for pull. If unsupported tapes or 
wires are used additional corrections may be required for both 
pull and sag. With a simple or a compensating base-bar, there- 
tore, it is necessary to know its absolute length and coefficient 
of expansion before it can be used for base-line work. With a 
duplex base-bar (and correspondingly with double wire measure- 
ments) it is necessary to know the absolute length and coefficient 
of expansion of each of the component units. With tapes and 
wires it is necessary to know the absolute length, coefficient of 
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expansion, modulus of elasticity, area of cross-section, and weight. 
Except in work ot great accuracy average values may be assumed 
for the weight, coefficient of expansion, and modulus of elasticity 
for the material of which the wire or tape is made. 

The above corrections are relatively so small that they may be 
computed individually from the uncorrected length of base line, 
and their algebraic sum taken as the total correction required. A 
plus correction means that the uncorrected length is to be increased 
to obtain the true length, and a minus correction the reverse, 

27. Correction for Absolute Length. The absolute length of 
a measuring unit is generally stated as its designated length plus 
or minus a correction. The total correction will have the same 
sign, and be equal to the given correction multiplied by the num- 
ber of tape or bar lengths in the base (including fractional lengths 
expressed in decimals); or what amounts to the same thing, 
multiply the given correction by the length of the base and divide 
by the length of the measuring unit. 

If G„ =correction for absolute length; 
C=correction to measuring unit; 
I = uncorrected length of measuring unit; 
L =uncorrected length of base; 

*1^^ _ Lc 

In duplex measurements the absolute lengths are used directly 
in the computations in order to determine the average temperature. 

The quantities L and I must be expressed in the same unit 
(feet or meters, for instance), and Ca will be in the same unit as c 
(wliich need not be the same as used for L and 0- 

28. Correction for Temperature. In measuring a base line 
the temperature usually varies more or less during the progress 
of the work, but it is found entirely satisfactory to apply a 
correction due to their average temperature to the sum of all 
the even bar or tape lengths, and add a final correction for any 
fractional lengths and corresponding temperatures. 

If C( = correction for temperature; 
a = coefficient of expansion; 
Tm = mean temperature for length L;. 
T, = temperature of standardization ; 
L = length to be corrected ; 
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then practically, since the measuring unit changes length uni- 
formly with the temperature, 

C, ^a{T„-T,)L. 

C, will be in the same unit as L and must be applied with its 
algebraic sign. 

The coefficient of expansion for steel wires and tapes may vary 
from 0.0000055 to 0.0000070 per degree F., and if its value is 
not known for any particular case may be assumed as 0.0000063 
(Coast Survey value). For the most accurate work the coeffi- 
cient of expansion for the particular tape or wire ought to be 
carefully determined, either in the laboratory or by measuring a 
known base at widely different temperatures. 

The coefficient of expansion for brass wires was found by 
Professor Jaderin to average 0.0000096 per degree F. 

The coefficient of expansion of invar may be 0.00000022 per 
degree F., or less. 

In the case of duplex measurements the average temperature 
and corresponding corrections may be deduced as follows: 

Let L, = provisional length of base, using absolute length of 
steel component at the standard temperature 
(usually 32° F. or 0" C.) to which coefficient of ex- 
pansion refers; 
Li = same for brass; 
A, = coefficient of expansion of steel; 
Ab = same for brass; 

T = average number of degrees temperature above 
standard; 

then the true length of base in terms of steel component 

= L, + L,A,T, 

and in terms of brass component 

= Lb + UAiT. 

Equating and reducing, we have 

T= ^'~^'' 
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and correction for steel-component measurement 



LbAb—L,A, ' 
or practically 

Cu =- correction to measurement by ateel component 

and similarly 

Co, = correction to measurement by brass component 

These corrections will be in the same unit as Zi« and L^ and are to 
be used with their algebraic signs. 

29. Correction for Pull. This correction only occurs with 
tapes and wires; if the pull used is not the same as that to which 
the absolute length ia referred a corresponding correction must 
be made. 

Let Cp = correction for pull; 

Pm = pull while measuring base line ; 
Pa = pull corresponding to absolute length; 
(S = area of cross-section of tape; 
E = modulus of elasticity of tape; 
L = uncorrected length of line; 

then practically 

SE 



Cp = 



If E is taken in pounds per square inch, then P„ and Pa must 
be in poimds, L in inches, and S in squares inches, whence Cp 
will be in inches, and is to be applied with its algebraic sign. 

If the cross-section is imknown it may readily be found by 
weighing the tape or wire (without the box or reel), and finding 
its volume by comparison with the specific weight of the same 
material. The cross-section then equals the volume divided by 
the length. The weight of a cubic foot may be assumed as 490 
pounds for steel tapes, 500 pounds for steel wires, 520 poimds 
for brass wires, and 510 pounds for invar tapes. 
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If the modulus of elasticity is unknown it may be found as 
tollowa: Support the tape horizontally throughout its length, 
and apply two widely different pulls, noting how much the tape 
changes in length due to the change in the amount of puU. 
Let P, = smaller pull; 
Pi = larger pull ; 
I = length of tape; 

Ic = change in length caused by change in pull; 
S = cross-section of tape; 
E = modulus of elasticity ; 
then 

If Pi and P, are taken in pounds, I and l,. in inches, and S in 
square inches, then E will be in pounds per square inch. 

Except for the most accurate work E may be assumed as 
follows: 

for steel, E = 28,000,000 lbs. per sq. in. 
for brass, E = 14,000,000 " 

for invar, E = 23,000,000 " 

30. Correction for Sag. This correction only occxirs in the case 
of imsupported tapes and wires. In any actual case In practice 
the catenary curve thus formed will not differ sensibly in length 
from a parabola. The correction required is the difference in 
length between the curve and its chord. 

Let C, = correction for sag for one tape length; 

c = correction for sag for the interval between one 

pair of supports; 
I = length of tape ; 

d = horizontal distance between supports (for which the 
uncorrected distance given by the tape is used 
in practice without sensible error) ; 
V = the amount of sag; 
P = the pull; 
w = weight of a unit length of tape. 

The difference in length between the arc and chord of a very flat 
parabola (such as occurs in tape measurements) is found by the 
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this form since it is inconvenient and unnecessary to meaBure 
1! in actual work. Passing a vertical section midway between 
supports, and taking momenta around one support, we have 



8f_ ^ rfM)^ d(wdf 



and if there are n intervals per tape 



C,= 



_nd(wdf _ liwdf 
24P2 ^ "24^2- 



The correction to the whole base line is found by multiplying 
the correction per tape length by the number of whole tape 
lengths, and adding thereto the corrections for any fractional 
tape lengths (which must be computed separately). 

It w is taken as pounds per inch, then P must be taken in 
pounds and d and I in inches, whence C, will be in inches. 

The normal tension of a tape is such a tension as will cause 
the effects of pull and sag to neutralize each other, so that no 
correction need be made for these effects. Since the effects of 
pull and sag are opposite in character (pull increasing and sag 
decreasing distance between ends of tape) such a value can always 
be found by equating the formulas (for a tape length) for sag 
and for pull, and solving for P„ or pull to be used during measure- 
ment of line. 

31. Correction for Horizontal Alignment, Ordinarily base 
lines are made straight horizontally, but Bomctimcs slight devi- 
ations have to be introduced, forming what is called a broken 
base. Fig. 13 shows a common case of a broken base, a, b, and 
being measured, and c found by computation, some unavoidable 
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condition preventing the direct measurement of c. From trig- 
onometry we have 

a^ + b!^ + 2ah cos d ■= <p, 

BO that c can always be found. If, however, is very small 
(say not over 3°) we may proceed as follows: 

Let Cbb " correction for broken base; then 

Cbk ^ - [(o + 6) - c]; 
but 

a^ + y^ -\-2abcos8 = c^; 
(j2 ^ ^ _ g2 _ _ 2ab cos 0. 



FiQ. 13, 

Adding 2ah to both members 

a= + 2a5 +62 _ c2 = 2a5 - 2ab cos 0; 

(a + 6)2 _c2 = 2a6(l -cos 5). 

Substituting (1 - cos 6) ^ 2 sirfi \d, 

[{a + 6) - ^] X [(a + 6) + c] = 4a6 sin^ Jtf. 
Hence 

„ 4a6 sin^ Jfl 

'"* - " l^rT'bTTl- 

If C is very small (which is practically always the case) C^j will 
be very small, and we may substitute 

sin \d = iff sin 1' and (o + 6) + c = 2{a + b), 
whence 

j^ gbg^ ^ sin^ 1' 

** a + 6 2 ' 

in which fl must be expressed in minutes, and Csj will be in the 
same unit as a and b. 

?'"P-' = 0.00000004231. 
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32. Correction for Vertical Alignment. When measurements 
are taken witii wires or tapes the elevations of the difEerent 
points of support will usually be different, though frequently 
a number. of successive points may be made to fall on the same 
grade. 

Let li, I2, etc., be the successive lengths of uniform grades; 
hi, h2, etc., be the differences of elevation between the 

successive ends of these grades; 
Ci, C3, etc., be the numerical corrections for the single 

grades; 
Cg — total correction for grade; 
then for any one grade 

c = Z - VP - h^, 




but since c is very small in comparison with I we may write with 
sufficient precision 



Cg = - 



2U/ 



If the grade lengths are ail equal, as, for instance, when A 
is taken at every tape length. 

Fractional tape lengths must be reduced separately. 

When base-bars are used the angles of inclination are measured, 
and the correction is the same for the same angle whether the 
angle is one of elevation or depression. 
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Let Cg= grade correction for one bar length; 
I = length of bar; 
6 = angle of inclination from the horizontal; 



C, / (1 ~ COS d) -- 



'X sin3 je. 



If d is less than C 



e may write without material error 

sin JO = Jfl sin 1', 
whence 

(J sin^ l'^ 2f 

or 

Cg 0.00000004231 dH, 

with the understanding that ^ is to be expressed in minutes, 
and Cg will be in the same unit as I. The grade correction for 
the entire line will be the sum of the individual corrections for 
the several bar lengths. 

33. Reduction to Mean Sea Level. In geodetic work all 
horizontal distances are referred to mean sea level, that is, the 
stations are all supposed to be 
projected radially (more strictly, 
normally) on to a mean-sea-level 
surface, and all distances are 
reckoned on this surface. All the 
angles of a triangulation system 
are measured as horizontal angles, 
and are not practically afEected by 
the different elevations which the 
various stations may have. If the 
hnes which are actually measured 
{bases and check bases) are re- 
duced to mean sea level, all com- 
puted lines will correspond to this 
level without further reduction. 
It is necessary, therefore, to con- 
nect the ends of base lines with p. 
the nearest bench marks whose 
elevations are known with reference to mean 
Art. 77 for determination of mean sea level.) 




I level. (See 
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I*' '-•m = reduction to mean Bea level; 
r = mean radius of earth; 
a = average elevation of base line; 
B = length of base as measured; 
b •= length of base at mean sea level; 

then, from Fig. 14, page 43, 



"" T + a r + a' 

or since a is always very small as compared with r, we may write 

„ Ba 

T 

in which a and r must be in the same unit, and in which C,n,i 
will be in the same unit as B (need not be in the same unit as 
for a and r). 



r (in meters) = 6,367,465 log. = t 

r {in feet) =20,890,592 log. =. 7.3199507. 

34. Computing Gaps in Base Lines. Sometimes an obstacle 
occurs which prevents the direct measurement of a portion of 
a straight base line, as, for instance, between B and C in Fig. 15. 
In such a case if two auxiliary points A and D (on the base) 
are taken, x can be computed if the distances a and b and the 
angles a, ^, and are measured. Draw BE and CF perpendicular 
to AO, and CG and BH perpendicular to DO. Then 





BE 
CF 


-Pa- 


BO sin a 


a 




CO sin (a +ffl 


X + a' 


whence 




BO 

co- 


asm(a + fl 






(i + a) sin «' 




Also 












BH 


-"'> or 


BO sin (() + «) 


x + b 




ca 


-CD "' 


CO sin 


b • 
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BO 

co- 


ix + 6) sin fl 








baial^ + Sy ■ 






Comparing (1) and (2) 












a sin (a + 


/») (I +6) sin e 










(x+a)8m 


a bainqi+e)' 






or 














(ar + 


«) (! + (.)- 


afcsin (a+^ sin 
sin or sin 9 


W+9) 




which 


gives 










X 


= W"' 


' sm (a+^) sin 05+ e) , /a - 
sin a sin 8 *\ 2 


by_i 


+ 6 
2 ■ 




A 


a B 


» 6 


■> 






Fig. 15. 

It is evident that good results can not be obtained unless the 
points A, D, and are selected so as to make a well shaped 
Bgure. 

36. Accuracy of Base-line Measurements. The accuracy 

possible in the determination of the length of a base line depends 
on the precision with which the various constants of the meas- 
uring apparatus have been obtained and the precision with which 
the field work is done. The instrumental constants can be 
determined with a degree of precision commensurate with the 
highest grade of field work. The precision attainable in the field 
is judged by making repeated measurements of the same base 
with the same apparatus and comparing the results. From the 
discrepancies in these measurements the probable error (Chapter 
XIII) of the average {arithmetic mean) of the determinations 
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is found and compared with the total length of the line as a 
measure of the precision attained. This measure of precision 
is called the uncertainty. 

An exact comparison of the merits of different base-line 
apparatus is manifestly impossible, but under similar conditions 
the following results have been obtained : 

Uncertainty of Mean Length of Base. Steel tapes in cloudy 
weather or at night, 1 in 1,000,000 or better. Invar tapes at all 
hours, 1 in 1,000,000 or better. Steel and brass wires at all 
hours, 1 in 1,000,000 or better. Ordinary base-bars, 1 in 2,000,000 
or better. Duplex base-bars, 1 in 5,000,000 or better. 

The probable error of a base line is obtained as follows : 

Let /■„ = probable error of mean length; 

Ml, M2, etc. = value of each determination; 
z = mean length of line; 

M, -zl , 
nf etc., 

M2 -z] 

2;jj3 ~ gym of squares of residuals; 
n = number of measurements; 





r„ = ± 0.674 


^V^ 


n-iy 


' 


Example. ' Five measurements of 


I ba^ line were made: 




Observed Values. 


Arithmetic Mea 


n. 


V. 


»'. 


6871.26 ft. 
6871.31 " 

6871.27 " 
6871.30" 

6871.28 " 


6871.284 ft. 
6871.284" 
6871.284 " 
6871.284 " 
6871.284" 




-0,024 

+ 0.026 

- 0,014 
4-0.016 

- 0.004 


0.000576 
0.000678 

0.000196 
0.000256 
0.000016 



The algebraic sum of the refiiduals is zero, as it always should be. Then 
for Tg, the probable error of the mean lenEth, we have 

,,.±0.6745^2^^- ±0.0093 It,; 

and for Ug, tb6 uncertainty of the mean length, we have 



_a.0093_ 
■ 6871,284 ' 
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CHAPTER III 
MEASUREMENT OF ANGLES 

36. General Conditions. Assuming that the stations and 
signals have been arranged to the best advantage, as described 
in Chapter I, the finest grade of instruments and especially 
favorable atmospheric conditions are required for the highest 
grade of work. In clear weather only fairly good work can be 
done during a large part of the day except under special con- 
ditions. From dawn to sunrise (and within about an hour 
after sunrise if heliotropes are used), and from about four o'clock 
in the afternoon untiL dark, represent the only hours available 
for the highest grade of work; even the early morning period 
frequently proves unsatisfactory. In densely cloudy weather 
work may be carried on all day. If night signals are used {see 
Art. 19), good work can be done up till about midnight. Accu- 
rate results can not be expected if the instrument is exposed 
to the direct rays of the sun immediately before or during the 
measurement of an angle. The effect of the sun's rays is to 
cause keai radiation, producing an apparent unsteadiness of all 
objects seen through the telescope, due to the irre'gular refraction 
caused by the currents of air of different temperatures; an 
uncertain amount of sidewise refraction, even if the unsteadiness 
is not sufficient to prevent a good bisection of the signal; a 
disturbance of the adjustments of the instrument and bubbles, 
and an actual twisting of the instrument on a vertical axis, both 
caused by unequal expansion and contraction; and a twisting 
of the station itself on a vertical axis, if it have any particular 
height (the twisting being generally toward the sun's movement, 
and amounting to as much as a second of arc per minute on a 
75-fo6t tower). 

37. Instruments for Angular Measurements. Two types of 
instrument are in use for fine angle work, the Repeating Instru- 
ment, and the Direction Instrument, the latter being considered 

47 
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the best in the hands of well-trained observers. If either instru- 
ment is provided with a vertical are or circle it is called an 
AUaziimith Instrument. The term Theodolite is frequently applied 
to any large instrument of high grade, though more correctly 
limited to istruments in which the telescope can not be reversed 
without being lifted out of its supports (on account of the low- 
ncBs of the standarde) . When an instrument has to be reversed 
in this manner the telescope must be turned end for end without 
reversing the pivots in the wyes. The illustrations are all of 
high grade instruments, Fig, 16 being a repeating instrument, 
Fig. 17 a direction instrument, and Fig. 18 an altazimuth instru- 
ment (in this case also a repeating instrument). In general, 
geodetic instruments are larger than surveyors' inBtruments, 
though experience has shown that horizontal circles greater than 
10 or 12 inches in diameter offer no further advantage in the 
accuracy of the work that can be done with them. Such instru- 
ments are made of the best available material and with the greatest 
care, the utmost care being taken with. the graduations and 
the making and fitting of the centers. Lifting rings are often 
provided to avoid strain in handling. The instruments are 
supported on three leveling screws (instead of four as ordinarily 
found on surveyors' transits), and in addition a delicate striding 
level is provided for direct application to the horizontal axis 
of the telescope. All the levels are more delicate than on a 
common transit, the plate levels running from about 10 to 20 
seconds per division, and the striding level from 1 to 5 seconds per 
division. Repeating instruments are usually read by verniers, 
an 8-inch instrument reading to 10 seconds and a 10- or 12-inch 
instrument even down to 5 seconds, attached reading glasses 
of high power taking the place of the ordinary vernier glass. 
Direction instruments generally read to single seconds, as described 
in detail later on. The leveling screws (which support the 
instruments) are pointed at the lower ends and rest in V-shaped 
grooves, so that they are not constrained in any way. If tri- 
pods are used the grooves are usually cut in round foot plates 
(about 1^ inches in diameter) properly placed on the tripod 
head by the maker. Extra foot plates are often provided which 
can be screwed to piers or station heads as desired. A trivel 
is a device often used for the same purpose, consisting of a frame 
containing three equally -spaced radial V-shaped grooves cut in 
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Fia. 17, — Direction Instrument. 

I a photograph louied by tha V. 8. C and 0.[iS. 
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suitable arms. A three-screw instrument is leveled by setting 
a bubble parallel to a pair of leveling screws and bringing it 
to the center by turning that pair of screws equally in opposite 
directions; the crosswise bubble is then leveled by using only 
the single screw that is left. 

38. The Repeating Instrument and its Use. Besides the 
features common to all first-class instruments, as described in 
the previous article, the repeating instrument must contain the 
special feature of a double vertical axis (as is always the ease 
in the surveyor's transit), thus permitting angles to be measured 
by the method of repetition. The fundamental idea of measuring 
an angle by repetition is to measure the angle a number of times 
without resetting the plates to zero between the successive 
measurements, and dividing the accumulated result by the 
number of repetitions. It was at first thought that any desired 
degree of accuracy could be obtained by this method by simply 
increasing the number of repetitions, but it is now known that 
increasing the number of repetitions beyond a certain limit does 
not improve the result, on account of systematic errors introduced 
by the instrument itself, chiefly due to the clamping attach- 
ments. The method is nevertheless very meritorious, and excel- 
lent work can be done. The object of the repetition is twofold: 
First, the errors in the pointings tend to compensate each other, 
and the remainmg error ia largely reduced by the division; 
Second, the accumulated reading is theoretically correct to the 
least count of the vernier, and the division by the number of 
repetitions tends to make the reduced value as close as if the 
least eoimt were just that much finer. There are two ways of 
measuring an angle by the method of repetition, each designed 
to eliminate as far as possible the various instrumental errors, 
but based on somewhat different arguments. 

39. First Method with Repeating Instrumeat. The common, 
but not the best, method consists in repeating the angle any 
desired number of times, measuring from the left-hand to the 
right-hand station, with telescope direct, and dividing by the 
number of repetitions to obtain one value of the angle; then 
measuring the same angle in the reverse direction {right-hand 
to left-hand station), using the same number of repetitions, but 
with telescope reversed, and dividing as before to obtam a second 
value of the angle; the average of the two determinations is then 
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taken as the value of the angle {as given by that set, and of 
course as many sets as desired may be averaged together). The 
number of repetitions in each set is commonly so taken as to 
make each of the accumulated readings approximately equal 
to one or more times 360°, in order to eliminate errors of gradu- 
ation. If this plan would require an unreasonable number of 
repetitions, a number of smaller sets may be taken from sym- 
metrical points around the graduated limb, and the results 
averaged. Thus four independent sets might be taken, the start- 
ing point for vernier A for each set being respectively 0°, 45°, 
90° and 135°. The reversal of the telescope is designed to elimi- 
nate errors caused by imperfect adjustment of the collimation 
and the horizontal axis of the telescope. Measuring in opposite 
directions between stations is designed to eliminate errors caused 
by the clamping apparatus. The reading of the instrument at 
any time is understood to be the mean of the readings of the 
two verniers, as the eccentricity of the verniers and of the centers 
is thus eliminated. The argument advanced in favor of this 
method is that reversing all the processes for the second half 
of a set ought to reverse the signs of the various errors, so that 
theoretically they ought to largely vanish from the mean value. 
As this method is not recommended it is not given in any further 
detail. 

40. Second Method with Repeating Instmment. In this 
method, considered the best, the instrument is always revolved 
about its vertical axis in the same direction 
(almost universally clockwise), no matter which 
clamp is loosened nor how great the angle 
through which it must be turned to point to 
the desired station. The fundamental scheme 
of this method is to measure (see Fig. 19) the 
desired angle from A to B (called the interior 
angle) , and also to measure the other angle (called 
the exterior atigle} from the B the rest of the way 
around to A, measuring this remaining angle being 
called closing the horizon. The interior angle A to 
B is repeated as many times as desired with the 
telescope direct (often called normal) and an equal number of 
times with the telescope reversed, and the accumulated reading 
divided by the total number of repetitions for the provisional 
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value of this angle. The exterior angle B to j1 is measured in 
exactly the same way with the same number of repetitions, 
etc. The values thua obtained for the interior and exterior 
angles are added together, and if the result is not exactly 360° 
the discrepancy is equally divided between the two angles. 
The entire operation makes one set. The argument in favor 
of this method is that since the exterior angle is measured in 
identically the same way as the interior angle it ought to be 
subject to exactly the same error; adding the two angles together, 
therefore, should double the error; and the value of this double 
error be made apparent by the faUure of the sum to equal 360°. 
The assumption is evidently made that the errors which it is 
sought to eliminate by this method are independent of the size 
of th& angle, and this is generally believed to be true. In practice 
the verniers are not reset to zero after completing the measure- 
ment of the interior angle, but become the starting point for the 
" measurement of the exterior angle just as they stand; the 
instrument is thus made to automatically add the interior and 
exterior angles on its own graduations, and the verniers should 
therefore read zero (360°) at the completion of the set if no errors 
were involved. It is more common for the combined angles to run 
under than over 360°, about 10" per repetition not being an 
unusual amount. It is found by experience with this method that 
six repetitions (3 direct and 3 reversed) of the interior angle, and 
the same for the exterior angle, make a very satisfactory set; 
and the average of two such sets (if ui close agreement) gives 
a veiy good determination of the desired angle. The plates are 
not reset to zero between the two sets, but left undisturbed as 
a starting point for the second set, so that the vernier readings 
become slightly different each time and the mind is free from 
bias. The complete program for a double set would be as follows: 

PROGRAM 
First Set. 

1. Level up, set vernier d to zero, read vernier B. 
Set telescope direct and 

2. Undamped below, turn clockwise and set on left station. 

3. " above, " " right " 

4. Unclamp below, and read vernier A. 
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Leavmg v^niers unchanged, 

5. Undamped below, turn clockwise and set on left station. 

6. " above, " " right " 

7. " below, " " left " 

8. " above, " " right " 

Reverse telescope and 

9. Undamped below, turn clockwise and set on left station. 



10. 


above, 




right " 


11. 


below. 




left 


12. 


above, " 




right " 


13. 


below. 




left 


14. 


above, 




right " 


15. Unclamp 


below and read both 


vemiera. 




Leaving telescope 


reversed and verniers 


uncham/ed, 




16. Undamped below, turn clockwise and get 


3n right station 


17. 


above, " 




left 


18. 


below. 




right « 


19. 


above, " 




left 


20. 


bdow, 




right " 


21. 


above " 




left 


Set telescope direct and 






22. Undamped below, turn clockwiee and set 


jn right station 


23. 


above, " 




left 


24. 


below. 




right " 


25. 


above, " 




left 


26. 


below. 




right " 


27. 


above, " 




left 


28. Unclamp below and read both 


verniers. 




Second Set. 









1. Leaving verniers unchanged from previous set, relevel 
with lower motion undamped. 

Set tdescope direct aiid 

2, Undamped bdow, turn clockwise and set on left station. 

3, " above, " " right " 

etc, etc. 
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40a. Reducing the Notes. The following points are taken 
advantage of to save labor in reducing the notes: 

First. In finding the average value of the six repetitions 
by dividing by six, it will be noted that the remainder from the 
degrees gives the first figure of the minutes, and the remainder 
from the minutes gives the first figure of the seconds, so it 
becomes unnecessary to reduce these remainders to the next 
lower unit, as would be required with any other number of 
repetitions. For example, let the accumulated reading be 
250° 57' 15", 

6)250° 57' 15" 
41 49 32.5' 

6 into 250 goes 41 times and 4 over, and 4 is the first figure of 
the minutes; 6 into 57 goes 9 times and 3 over, and 3 is the first 
figure of the seconds. 

Second. The same numerical result can be reached without 
carrying out the reduction exactly as described in the explanation 
of the method. 

Let a = mean of verniers at beginning of a set ; 

b = mean of verniers after six repetitions on interior 

angle; 
c = mean of verniers after six repetitions on exterior 

angle; 
n = number of times vernier passes initial point in the 

six repetitions of the interior angle ; 
/ = interior angle as measured; 
E = exterior angle as measured ; 

V = adjustment to be added to either angle as measured; 
A =adjusted value of interior angle. 

Since the interior and exterior angles together make 360°, 
and each has been repeated six times, the total angle turned 
through must be 360" X 6, or what amounts to the same thing, 
5 complete circuits plus the indications of the verniers and the 
correction for the accumulated errors; so that if n equals the 
number of complete circuits involved in the six repetitions of 
the interior angle, then (5 - n) must represent the number of 
complete circuits involved in the six repetitions of the exterior 
angle. Hence 
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360n + b -a 



360 X 5 + c - a 



1/ 360 - 



A =1 + v, 

360n + 6 - 



^l/ 360ra + b -a 360n + (360 + fc) - c\ 



In actual work no attempt is made to observe the value of n, 
as its value is always evident from the approximate value of 
the angle as given by the first reading. The remainder of the 
formula involves very simple operations on the three mean vernier 
readings. 

40b. Illustrative Example. A complete emmple of notee and reduc- 
tionB for a double set of angle metLSurements is here given to illustrate the 
above method. 



StalJOQ occupied = A. 
Date = Aug. 28, 1911. 
Time = 4.30 p.m. 


Angle - Sta. B to Sta. C. 
Observer = J. H. Smith. 


Telescope. 


Ver. ^. 


Ver. B. 


Mean. 


Angle. 


Average, 


- 


0= 00' 00" 


180° 00' 10" 


0° 00' 05" 






I.D 


75 13 30 










e. D&E 


91 14 60 


271 14 50 


91 14 60 


76° 12' 27.5" 




6. R&D 


359 58 60 


179 59 00 


359 58 55 


76 12 39.2 


750 12' 33.4" 


6. D&R 


91 13 60 


271 13 60 


91 13 50 


75 12 29.2 




6. RAD 


369 S7 50 


179 57 50 


359 67 50 


75 12 40.0 


75 12 34,6 








Me.„ .ugle- 


76=12-34,0' 
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It will be noted that vernier A was. set to zero to begin with, and veraier 
B read 180° 00' 10". This Betting to zero is, of course, not eeaential, but 
convenient, as the next reading at once gives a close value of the desired 
angle without computation. There is no object in reading vermer B for 
this approximate determination. The remaining readings are take/a at tlie 
proper time just as the instrument reads, paying no attention to the number 
of times the 360° point has been passed, 1. D means one measurement of 
the angle with the telescope direct. 6. D & R means mx repetitions, using 
the telescope equally both direcl and reverud (hence 6. D & R means the 
result after 3 dfrect and 3 reversed measurements). It will also be noted 
that no resetting of verniers has taken place at any time throughout the 
complete double set. Vernier B is only read in order to average out instru- 
mental errors (which ore always very small), and therefore in filling in this 
column the degrees are recorded the same as given by vernier A, that 
is, the constant difference of 180° between vernier A and B is not allowed 
to affect the mean. In filUng out the column marked anele the first and 
the final reading of each set are subtracted from the middle reading (adding 
SfiO" if necessary to make the subtraction possible), dividing the remainder 
'by 6, and adding as many times 60° as may be neieded to make the result 
correspond to the 1. D reading. 

91" 13' fiO" 



91- 



14' 
00 


60" 
05 


.6)91 


14 


45 


15 
60 


12 


27.5 


75 


12 


27.5 



461 
369 


14 
58 


60 

55 


6)91 


15 


55 


15 
60 


12 


39.2 


76 

75 
75 


12 

12 
12 


39.2 

27.5 
39.2 



451 
359 


13 

58 


60 

55 


6)91 


14 


55 


15 
60 


12 


29.2 


75 

91" 
360 


12 
13' 


29.2 
BO" 


451 
359 


13 

67 


50 
50 


6)91 


16 


00 


15 
60 


12 


40.0 


75 

76 
76 


12 

12 
12 


40.0 

29.2 
40.0 



34.6 
° would have been added mentally as 

40c. Additional Instructions. If it is desired to attempt to 
eliminate errors of graduation, several double sets may be taken at 
different parts of the circle, symmetrically disposed. Modem 
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instruments are so well graduated, however, that it is doubtful 
if any increased accuracy is gained by this refinement when 
measuring angles by any method of repetition. 

If it is desired to measure more than one angle at the same 
station, as for instance AOB and BOC, Fig, 20, we may take six 
repetitions on each of these angles and close the horizon by six 
repetitions on the angle from C clockwise around to A, and divide 
the failure to total 360° equally among the three angles; or we 
may measure AOB and its exterior angle without regard to station 
C, and then measure BOC and its exterior 
angle without regard to station A. 

In using the above or any other methods 
of measuring an angle by repetition it is 
presumed the surveyor will use every pre- 
caution possible in the handling of the instru- 
ment. Avoid walking around the instrument, 
if supported on a tripod; unclamp the lower 
motion and revolve the instrument if it is 

desired to read the verniers. Do not relevel 

during the progress of measuring an angle fio. 20. 

except at such times as the upper motion is 
clamped and the lower motion free. Revolve the instrument 
very carefully on its vertical axis to avoid slipping the plates. 
Read each vernier independently, without regard to what the 
other one may have read. 

41. Adjustments of the Repeating Instnunent. For the 
measurement of horizontal angles the required adjustments 
include : 

The plate-bubble adjustment; 
The striding-level adjustment; 
The collimation adjustment; 
The horizontal-axis adjustment. 

These adjustments may be made as here described, but there 
is usually more than one way of making the same adjuatment. 

The Plate-bubble Adjiistment. This is made itt the same 
manner as with a surveyor's transit. Place one bubble parallel 
to two of the leveling screws, and bring both bubbles to the center. 
Turn the instrument 180° on the vertical axis, and adjust each 
bubble for one-half of its movement. Level up and test again, 
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and 80 continue until revolution on the vertical axis causes no 
movement of the bubbles. 

The Stnding-levd Adjustment. Level up the instrument by 
the plate bubbles (not absolutely necessary but convenient). 
Place striding level in position with telescope parallel to one pair 
of screws. Bring striding-level bubble to center with remaining 
screw. Ijft striding level off, and replace in reversed position. 
Adjust it for one-half the bubble movement. Again bring bubble 
to middle as before with the leveling screw, test again, and repeat 
until reversal of the striding level causes no movement of its 
bubble. 

The Collimation Adjustment. This is the same as with a 
surveyor's transit. Set up on nearly level ground, level up 
with the plate bubbles, and then perfect the leveling with the 
striding level, so that revolution on the vertical axis of the 
instrument causes no movement of the striding-level bubble. 
Unless the horizontal axis is in adjustment this stationary posi- 
tion of the bubble will not be in the middle. With the instrument 
clamped set a point about 200 feet away, plunge and set a second 
point about the same distance in the opposite direction, with 
the telescope reversed, Unclamp, revolve on vertical axis, set 
on first point with telescope reversed. Plunge and set a third 
point near the second point. Adjust by bringing the vertical 
hair back one quarter of the disagreement. Repeat the whole 
process until no discrepancy can be detected. 

The Horizontal-axis Adjustment. This is the same as with the 
surveyor's transit. Level up perfectly with the striding level 
near an approximately vertical wall or equivalent. Set on a 
high point, with instrument clamped. Drop the telescope and 
mark a low point about level with the telescope. Unclamp, 
revolve on vertical axis, and set on high point with the telescope 
reversed. Drop the telescope and set a low point abreast of the 
first low point. Adjust the horizontal axis so that the line of 
sight will pass through the high point and bisect the space between 
the low points. If the striding level and the horizontal axis are 
both in adjustment and the instrument level, the striding-level 
bubble should stay unmoved in its middle position whOe the 
instrument ia turned completely around on its vertical axis. 

^m. The Direction Instrument and its Use. Besides the 
features common to all first-class instruments, as described in 
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Art, 37, the direction instrument has two distinguishing features: 
First, it has only one vertical axis, so that angles can not be meas- 
ured by repetition (means often provided for shifting the limb 
between sets of readings must not be used for angle repetition) ; 
Second, it is provided with two or more micrometer microscopes 
for reading the angles measured. The single center and clamp, 
instead of the two centers and clamps of the repeating instru- 
ment, undoubtedly add to the stability of the instrument and 
the trueness of its motion. The limb of a 10-inch or 12-inch 
direction instrument is commonly graduated into 5-miniite spaces, 
and the micrometer microscopes enable an angle to be read at 
once to the nearest second, as described later on. 

In using the direction instrument each angle is read a number 
of times, and the results averaged, to eliminate errors of pointing; 
ail the microacopes are read at each pointing, to eliminate eccen- 
tricity of vertical axis or microscopes; half of the readings are 
taken with the telescope direct and half with it reversed, to 
eliminate errors of collimation and horizontal axis; half of the 
readings are taken to the right and half to the left, to eliminate 
errors due to twisting of the instrument and station. In the 
highest grade of work the limb of the instrument is shifted between 
each set of readings an amount equal to 180° divided by the num- 
ber of sets, in order to eliminate errors of graduation. Modem 
direction instruments are so well graduated that in ordinary 
work this last refinement may be omitted. 

43. First Method with Direction Instrument. The instru- 
ment having been set up and leveled with the telescoije in its 
normal position is directed to the first station, and all of the 
micrometers read, and so on to the right (clockwise) to each 
station in order, the values of the different angles being obtained 
by taking the differences of the successive readings, as will be 
illustrated by an example when the method of using the microm- 
eters is explained. When the last station to the right has been 
reached the instrument may be turned still further in the same 
direction until it reaches the initial station, called closing the 
horizon, and any difference between the initial and final readings 
equally divided among all the angles, but experience does not 
appear to show any advantage in thus closing the horizon, and 
it is commonly not done. When the last pointing to the right 
has been made, the instrument is brought back station by station 
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to the initial point, thus making a new series of values for the 
angles. The right and left pointings are again repeated, this 
time with the telescope reversed. The four series of values thus 
obtained constitute one set, and as many sets as desired may be 
averaged together. When for any cause a set is incomplete or 
inconsistent the entire set is rejected. When there are several 
angles to be measured at one station they are Bometimes measured 
in various combinations as well as singly, the method of adjust- 





ment appearing later. The program in measuring a single angle. 
Fig. 21, is as follows: 

PROGRAM 

FiHST Set. 

1. Level the instrument. 

Set telescope direct and 

2, Set on A and read micrometers. 
3 .„ B •' ■ " 

4. " A 
Reverse telescope and 

5. Set on A and read micrometers. 

6. " B 

7. " A 
Second Set. 

1. Shift limb. Relevel. 
Leave telescope reversed and 

2. Set on A and read micrometers. 

3. " B 

4. " A 
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i teUscope direct and 

5. Set on A and read micrometers. 



If there were two angles to be meaeured at a station, a 
trated id Fig. 22, the program would be as follows: 

PROGKAM 
First Set. 

1. Level the instrument. 
Set telescope direct and 

2. Set on A and read micrometers. 

3. " B 

4. " C 

5. " B 

6. " A 
Reverse tdescope and 

7. Set on A and read micrometers. 

8. " B 



9. 


" C 


10. 


" B 


11. 


" A 


Secon] 


)Set. 


1. 


Shift limb. Relevel. 


Leave telescope reversed and 


2. 


Set on A and read micrometers. 


3. 


" B 


4. 


"' C " 


5. 


" B 


6. 


" A 


Set tdescope direct and 


7. 


Set on A and read micrometers. 


8. 


" B 
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and similarly for any number of angles at one station. It will be 
noted that in the above method the telescope is reversed in posi- 
tion only at the initial station. 

44. Second Method with Direction Instrument. If it is not 
desired to make so many pointings (in order to reduce the labor and 
time) the telescope may be reversed at both the initial and final 
stations and the number of pointings be greatly reduced. 
The determination of the different angles, however, by this second 
method would not be considered ab good on account of the decreased 
number of pointings. If a sufficient number of sets were taken 
to equalize the number of pointings the two methods would, of 
course, be equivalent. Referring to Fig. 21, page 62, the program 
for a single angle by the second method would be as follows; 

PROGRAM 
FiHST Set, 

1. Level the instrument. 
Set telescope direct and 

2. Set on A and read micrometers. 



Reverse tdescope and 

4, Set on B and read micrometers. 

5. " A 

Second Set. 

1. Shift limb, Relevel. 
Leave telescope revised and 

2. Set on A and read micrometers. 

3. " B 

Set telescope direct and 

4. Set on B and read micrometers. 



Referring to Fig. 22, page 62, the program by the second 
method for two angles at a station would be as follows; 
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PROGRAM 
First Set. 

1. Level up inBtniment. 
Set tdescope direct and 

2. Set on A and read micrometers. 

3. " B 

4. " C 

Reverse tdescope and 

5. Set on C and read micrometers. 

6. " B 

7. " A 

Second Set. 

1. Shift limb. Relevel. 
Leave telescope reversed and 

2. Set on A and read micrometers. 

3. " B 

4. " C 

Set tdescope direct and 

5. Set on C and read micrometers. 



and similarly for any number of angles at a station. 

46. The Micrometer Blicroscopes. When the direction instru- 
ment is set up and leveled at a station the graduated plate occupies 
a. fixed position for the time being. The framework which 
supports the telescope carries two or more microscopes symmetric- 
ally disposed around the center of the instrument and focussed 
directly on the graduated ring. Aa the telescope is swung around 
from station to station the zero point of each microscope passes 
over the graduations an equal angular amount. If the exact 
position (on the graduated rmg) of the zero point of any one of the 
microscopes is noted for two different stations, then the difference 
of these readings gives the angle through which the instrument 
has been turned, and consequently the angle between these 
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stations. Combined with each microscope is an instrument called 
a filar micrometer, by means of which the exact position of the 
zero point of the microscope on the scale may be determined. 

Fig. 23 represents diagrammatically a sectional view of a filar 
micrometer. A is the micrometer box, attached to the microBcope 



Fia. 23, — Filar Micrometer. 

as seen in Fig. 17. The micrometer is made up of the following 
parts: 

A, micrometer box; 

b, h, fixed guide rods; 

c, movable frame carrying comb scale d; 

d, comb scale attached to movable frame c; 

e, movable frame carrying cross-hairs /; 

/, cross-hairs attached to movable frame e; 

fff Si 9i spiral springs to take up lost motion of movable 

frames c and e; 
h, fixed screw whose revolution adjusts movable frame c; 
m, micrometer screw attached to movable frame e; 
n, fixed nut whose revolution moves cross-hairs across 

field of view; 
p, milled head for revolving nut n; 
s, graduated head for indicating fractional revolutions of 

nut n; 
i, fixed index for reading scale on graduated head s; 
V, dust cap to protect micrometer screw m. 

The central notch of the comb scale is marked by a small hole 
drilled behind it (or greater depth to that notch, or other equiv- 
alent) , and is intended to be practically at the center of the field 
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of view. Eveiy fifth notch is indicated usually by its greater 
depth and square bbttom. All counting ie done with the notches 
and not with the points of the teeth. Each revolution of the 
micrometer screw moves the cross-hairs over a space equal to the 
distance between the bottoms of two adjacent notches. When 
the microscope is properly adjusted the image of the graduated 
ring is formed in the plane of the micrometer cross-hairs, so that 
both image and cross-hairs are seen sharply defined on looking 
into the eyepiece, the microscope ordinarily having a magnifying 
power of 30 to 50 diameters. The comb scale is placed as cloae as 
possible to the cross-hairs without touching them, and hence is 
seen at the same time and in sufficiently good focus. As ordinarily 
arranged the hmb of the instrument is graduated into five-minute 
spaces, and the micrometer head into sixty spaces, and five 
revolutions of the micrometer screw carry the cross-hairs across 
the image of the limb from one five-minute division to the next 
five-minute division; so that one notch on the comb scale or 
one revolution of the micrometer screw indicates one minute of 
angle, and each division on the head indicates one second. 

46. Reading the Micrometers. The cross-hairs /, Fig. 23, 
consist of two parallel spider threads, placed just a little further 
apart than the width of the graduation lines on the instrument, 
so that when a graduation line comes central between the hairs 
a narrow illuminated line appears to lie on each side of the gradu- 
ation. It is found in practice that the hairs can be centered over 
a graduation in this way better than by any other plan (such 
as a single thread or uit«rsecting threads). Everything being 
in good adjustment the zero point of the microscopes is the 
center of the space between the cross-hairs when they are opposite 
the central notch of the comb scale and the zero of the head is 
opposite the index line. It is important to note that the comb 
scale is not an essential part of a micrometer, but simply a con- 
venience, enabling the observer to see at any moment how many 
complete revolutions of the micrometer screw have taken place 
at any time without keeping track of the matter while the screw 
is being turned; no attempt must be made to get the value of a 
reading by the comb scale ^jeyond its intended purpose of indicat- 
ing whole revolutions or single minutes, the seconds being read 
entirely from the micrometer head; as long as the comb scale 
serves its intended purpose, therefore, of counting whole revolu- 
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tions, it does not matter whether its position in the field of view 
is microscopically exact or not. Referring to Fig, 24, a greatly 
exaggerated view is given of what is seen through one of the 
microscopes for a certain pointing of the telescope. As seen in 
the microscope (which reverses the actual fact) the scale reads 
from left to right. Assuming the crosa-haira set to their index 
or zero point the reading is seen to be 65° 10' plus the value 
between the 10-minute division and the center between the 
two hairs. Running the micrometer screw backwards until 
the hairs exactly center over the 10-minute division it ia found 




that one notch has been passed over by the hairs, but that they 
have not gone far enough to center over the second notch from 
the middle one. The screw has therefore been turned through 
more than one but less than two revolutions. The numbers 
on the micrometer head increase as the hairs run toward the left, 
and assuming the index to stand opposite 25 the complete microm- 
eter reading is 1' 25.0", making the complete reading for the 
pointing 

65° 10' + 1' 25.0" = 65° II' 25.0", 



if no corrections were required. The head reading is usually 
estimated to the nearest tenth of a second, 

46a. Run of the Micrometer. It is not found practicable 
in actual work to adjust the microscopes so perfectly that the 
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screw will be turned through exactly five revolutions (or indicate 
exactly 300 seconds) in drawing the hairs from one five-minute 
division to the next one, but the excess or deficiency should not 
exceed about 2". The closer the microscope is brought to the 
graduated ring the larger becomes the image in the plane of the 
cross-hairs. It is almost impossible to get the image the exact 
size that corresponds to precisely five revolutions of the screw; 
even if this result were accomplished at one part of the graduated 
ring the instrument is seldom made so true that it would hold 
good ail around the ring, either on account of slight errors in the 
graduations or a lack of perfect trueness of the ring itself, and 
many other reasons; owing to temperature changes and other 
reasons it will not remain true or the same at the same part of 
the ring. In running from one scale division to another the amount 
by which the micrometer measurement varies from 300 seconds 
is called the run of the micrometer between those divisions, and 
must be determined at the time the pointing is made. Whatever 
the micrometer head may read when the hairs are set over one five- 
minute division, it must necessarily read the same when the hairs 
are advanced to the next five-minute division, provided there is 
no run of the micrometer, that is, provided that the screw turns 
through precisely five revolutions or 300". If the two head read- 
ings are not the same the difference gives the value of the run of 
the micrometer between these two divisions. In drawing the 
hairs from left to right the head readings decrease, so that the 
micrometer overruns when the forward head reading is less 
than the backward head reading, and vice versa. The run of the 
micrometer for the 300" space, therefore, equals the backward 
head reading minus the forward head reading, and the micrometer 
measurement of the 300" space equals 300" plus the run of the 
micrometer for this space. Since the micrometer does not 
measure the five-minute (300") space correctly, it follows that a 
proportionate error exists for intermediate points; or for any 
intermediate point we have 

Correction for run 

Run of micrometer for 300" space 

Micrometer measurement for intermediate point 

Micrometer measurement of 300" space 
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Let n — number of full turns to back division; 
o •= back head reading; 
p = forward head reading; 
b = backtrard reading in seconds = 60 n + o; 
/ = forward reading (so called) in seconds = GO n + p; 

---2-. 

d = nm of micrometer for 300" space =o — p =&— /i 
c = correction for run to value b; 
D = 300"; 
J — micrometer measurement of 300" space = 300 + d = 

D+d; 
M •= adjusted micrometer reading to add to scale read- 
ing = 6 - c; 




but since d is always very small in comparison with D i 

write instead the extremely close approximation. 



in which care must be taken to use d algebraically with its correct 
sign. Since the adjusted reading is based entirely on b and /it 
is evidently unnecessary to set the micrometer to its zero point 
before reading either b or/. When a pointing is made in actual 
work b is taken as the mean value of all the back readings of the 
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different microseopes, and / as the corresponding mean of the 
forward readings, and only one reduction is made for a pointing. 
The scale reading is taken for one micrometer only. The eyepiece 
of each microscope must be very carefully focussed by the observer, 
as any perceptible parallax renders good work impossible. 

A complete example of notes and reduction is given on pages 
72 and 73. 

47. Adjustments of the Direction Instrument. For the 
meaaurement of horizontal angles the required adjustments 
include : 

The plate-bubble adjustment; 

The striding -level adjustment; 

The collimation adjustment; 

The horizontal -axis adjustment; 

The microscope and micrometer adjustment. 

These may be made as here described, but there is usually 
more than one way of making the same adjustment. 

The Plate-bubble Adjustment. This ia made in the same 
manner as with a surveyor's transit. Place one bubble parallel 
to two of the leveling acrews, and bring both bubbles to the 
center. Turn the instrument 180° on the vertical axis, and 
adjust each bubble for one-half its movement. IjovoI up and 
test again, and so continue until revolution on the vertical axis 
causes no movement of the bubbles. 

The Slnding4evel Adjustment. Level up the instrument by 
the plate bubbles (not absolutely necessaiy but convenient). 
Place striding level in position with telescope parallel to one pair 
of screws. Bring striding-level bubble to center with remaining 
screw. Lift striding level off, and replace in reveraed position. 
Adjust, it for one-half the bubble movement. Again bring bubble 
to middle as before with the leveling screw, test again, and repeat 
until reversal of striding level causes no movement of ita bubble. 

The CoUimation Adjustment. This is the same as with a 
surveyor's transit. Set up on nearly level ground, level up with 
the plate bubbles, and then perfect the leveling with the strid- 
ing level, BO that revolution on the vertical axis of the instrument 
causes no movement of the atriding-level bubble. Unless the 
horizontal axis is in adjustment this stationary position of the 
bubble will not be in the middle. With the instrument clamped, 
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ANGLE MEASUREMENT WITH 
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set a point about 200 feet away, plunge and eet a second point 
in the opposite direction with telescope reversed. Unclamp, 
revolve on vertical axis, set on first point with telescope reversed. 
Plunge and set a third point near the second point. Adjust by 
bringing the vertical hair back one quarter of the disagreement. 
Repeat the whole process until no discrepancy can be detected. 

The Horizontal-oxis Adjustment. This is the same as with the 
surveyor's transit. Level up perfectly with the striding level near 
an approximately vertical wall or equivalent. Set on a high 
point, with instrument clamped. Drop the telescope and mark 
a low point about level with the telescope. Unclamp, revolve 
on vertical axis, and set on high point with the telescope reversed. 
Drop the telescope and set a low point abreast of the first low 
point. Adjust the horizontal axis so that the line of sight will 
pass through the high point and bisect the space between the 
low points. If the striding level and the horizontal axis are both 
in adjustment and the instrument level, the striding-Ievel bubble 
should stay unmoved in its middle position while the instrument 
is turned completely around on ita vertical axis. 

The Microscope and Micrometer Adjustment. It is necessary 
to have the graduated are pass practically across the center of 
the field of view, and the supporting frame is generally provided 
with self-evident means of making this adjustment. Sometimes 
all but one of the microscopes may be moved circumferentially 
so as to space them equally around the circle, but frequently 
they are permanently mounted by the makers in their proper 
places. The microscope tube may be rotated on its own axis 
until the cross-hairs are exactly parallel to the graduation lines. 
The microscope can be adjusted so as to change the distance 
between the objective and the cross-hairs, and the whole micro- 
scope can be moved so as to change the distance between the 
objective and the graduated plate; if the micrometer overruns, 
the image of the graduations is too large, and must be made 
smaller by decreasing the distance between the objective and 
cross-hairs slightly, and then carefully moving the whole micro- 
scope away from the graduations until a perfect focus is again 
obtained exactly in the plane of the cross-hairs, as shown by the 
fact that properly focussing the eyepiece shows both the hairs 
and the graduations sharply defined and without parallax; if 
the micrometer underruns the image is too smaO, the objective 
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muet be moved away from the cross-hairs, and the whole micro- 
scope moved toward the graduations; this adjustment should be 
perfected until the error does not exceed 2". The zero point 
of each microscope caa be changed by shifting the comb scale 
and revolving the graduated head on the micrometer screw; 
this adjustment enables two microscopes to be set exactly 180° 
apart, three microscopes 120° apart, etc. Great care and skill 
are necessary to properly adjust the microscopes and micrometers. 
48. Reduction to Center. It is sometimes impossible to set 
up an instrument exactly over a given station, a flag pole or steeple, 
for instance. In such a case an eccentric station is taken as near 
the true station as possible, and the eccentric angle is measured 
with the same precision as would have been used for the real 
angle. From the location of the true station with reference to 
the eccentric station a correction is computed which will reduce 
the eccentric angle to what it would have been if measured at 
the true station, this operation being known as reduction to center. 
The true station is generally referred to the eccentric station 
by an angle and a distance, a single measurement of the angle 
being sufficiently accurate for the pur- 
pose. Referring to Fig, 25, C is the 
true station, E the eccentric station, 
BCA the desired angle, BEA the 
angle actually measured, and ft and r 
the angle and distance cormeeting the 
true station with the eccentric station. 
In the triangle ABC the angles at A 
and B are known by actual measure- 
ment, and one of the sides of the 
triangle must be known by measure- pio. 25, 

ment or by computation from its con- 
nection with the triangulation system. Having one side and two 
angjes given we may regard all the parts of the triangle ABC as 
known with sufficient accuracy for the present reduction, on 
account of the desired correction always being very small. Oppo- 
site angles at D being equal, we have 

.C + y = E-hx^ 

OP 

C =E + {x~y), 
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sin {E + a) b 



Since x and y are very small angles, we may write 

sin I = :r sin 1" and Bmy =y sin 1", 
or 

/ r \ain(E + a) 



Vein I" 



whence 




in which the correction to be applied to E will be in seconds, 
and may be essentially positive or negative, since the true angle 
may be either larger or smaller than 
the eccentric angle. If care is taken 
to use the proper value of a, to re- 
member that angles between 180° and 
360° have negative sines, and to work 
out the formula for C algebraically, the 
correct value of C will be obtained 
whether it be larger or smaller than E, 
and without knowing what the plotted 
figure would look like. If measured 
from r the angle a must be taken 
counter-clockwise all the way around to 
the line EB no matter how large it may come; if measured 
from EB it must be taken clockwise around to r; thus in 
Fig. 26 the angle a is the one so marked and not the insiie 
angle BEC. 

The correction to be applied to E to obtain C depends entirely 
on the values of x and y, and these may be computed directly 
if preferred, and combined in the proper way by inspection of 
the figure, since the observer can scarcely be ignorant of how the 
different stations are related to each other and hence can quickly 




FiQ. 26. 
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draw a sketch of the actual conditions. All the possible cases 
are shown in Fig. 27, page 77, for any angle less than 180°. 

49. Eccentricity of Signal. It sometimes becomes neceseaiy 
in measuring an angle to sight on an eccentric signal; for instance, 
as in Fig. 28, it may be necessaiy to 
sight to B' instead of the true station 
B. The measured angle ACB' must 
therefore be corrected by the small 
angle BCB' to obtain the desired angle 
ACB. In the triangle ABC the angles 
at A and B are measured, and one side 
is always known through connection 
with the rest of the sj'steni, so that 
the side BC can be computed with 
sufficient closeness for the present 
Pj^ 28 purpose. The distance BD, perpen- 

dicular to CB' and called the eccen- 
tricity, is'either directly measured or computed from a meaauie- 
ment of the distance B'B and the angle at B'. Then 

BCB' (in seconds) = ^^? „, . 
' BC sm 1" 

60. Accuracy of Angle Heasurements. When the same 
instrument is used by a skilled observer imder the same condi- 
tions results are obtained which differ but slightly from each other. 
In measuring an angle with an ordinaiy 30-second transit of 
good make two sets taken by the method of repetition, in accord- 
ance with the example given on page 57, should not differ by 
more than 5". A 10-inch repeating instrument used in the same 
way, or a 10-inch direction instrument used in accordance with the 
example on pages 72 and 73, should give sets differing by less than 
2". A great many sets may be taken at the same time and agree 
with each other within these limits, but it does not follow that the 
value of the angle is obtained with this degree of precision. If the 
same observer measures the same angle with the same instrument 
under different conditions a new series of values may be obtained 
closely agreeing with each other, but the mean of the values 
belonging to the first series may differ several seconds from the 
mean of the second series; in fact, the two means may differ more 
from each other than the result of any one set differs from the 
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m&en of its own serieB. Morning measurements often differ 
from afternoon measure mente, even when the atmospheric 
conditions appear to be the same. In the finest work an angle 
is measured on many different days (sometimes with an equal 
number of a.m. and p.m. measurements), under as different 
conditions as possible, and a general average taken of all the values 
obtained, called the arithmetic mean, 

, In the Coast Survey work the probable error (Chapter XIII) 
of a primary angle must not exceed 0".3, and primary triangles 
must close within 3", In secondary work the probable error 
of an angle must not exceed 0".7, and triangles must close 
within 6". In work of less importance a greater probable error 
ia allowable, but the triangles are expected to close within about 
12". A sufficient number of measurements must be taken to 
bring about these results, but in primary work in any event 
at least iive double seta like those given in the examples ought 
to be taken. 

The probable error of mi angle is obtained as follows: 

Let r, = probable error of mean angle (in seconds) ; 

Ml, M2, etc. = value given by each set; 
z = mean value of angle; 

,^ ^ Jetc.^residuals (in seconds); 

M2 — z = «2 J ' 

2i>2 = sum of squares of residuals; 
n = number of sets. 



'^>fe,- 



Examjile. Six measurements of an angle 

Observed Values. Arithmetio Moan. 
7° 16' 9". 2 7° 16' 9". 7 
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Hie alg^iraic sum of the residuals is lero, as it always should be. 

If the several determinationa of the angle are not considered 
equally good (on account of a difference in the number of repe- 
titions or in the atmospheric conditions, etc.), and the values are 
correspondingly weighted, each value is multiplied by its weight 
and the sum of the products divided by the sum of the weights, 
giving the weighted arithmetic mean, the probable error of which is 



'NspC" - D' 



in which Spi^ equals the sum of the results obtained by multiplying 
each squared residual by the corresponding weight; and Xp equals 
the sum of the weights. 
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CHAPTER IV 
TRIANGULATION ADJUSTMENTS AND COMPUTATIONS 

61. Adjustments. After the field work of angle measurement 
has been completed there still remains the office adjustment 
of the angles necessary to satisfy the rigid geometrical conditions 
involved; thus all the angles around a point must add up to 
360°, the three angles of a triangle must add up to 180°, etc. 
All such geometrical conditions must be satisfied before .the 
lengths of the various lines of the system are computed. The 
adjustment of the angles at any station without regard to meas- 
urements taken at other stations (such as making the angles 
around a point add up to 360"), is called station adjustment. The 
mutual adjustment of the several angles of a given figure (such 
as making the angles of a triangle add up to 180°), is called figure 
adjmtmenl. Easily applied rules for simple cases of adjustment 
can be derived by the method of least squares or the theory of 
weights; more complicated cases are better adjusted directly 
by the method of least squares, as explained in Part II of this 
book. The object in any case of adjustment is, of course, to 
find from the measured values the most probable values con- 
sistent with the geometrical conditions involved. 

62. Theory of Weights. The weight of a quantity is defined 
as its rdative worth. The term weight, therefore, is purely relative 
and must never be understood in an absolute sense. A distance of 
3 feet or 3 miles is an absolute and definite distance ; a weight of 3 
does not represent any definite degree of precision, but is simply a 
comparison with that which is assigned a weight of 1. The basis of 
comparison is fundamentally the number of observations of unit 
weight from which the given value is derived; thus if 5 measure- 
ments of an angle were regarded as equaUy reliable, expressed 
mathematically by assigning to each a weight of 1, the mean value 
of the angle (by definition) would have a weight of 5. Weights are 
often arbitrarily assigned as a matter of judgment, however, 
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where the corresponding number of observationB does not exist; 
thus a measurement obtained under unusually favorable condi- 
tions might be considered as good as the mean of two measure- 
ments taken under less favorable conditions, and hence a weight 
of 2 assigned to this single favorable measurement. Since, 
therefore, the numbers representing weight are purely relative, 
and do not necessarily represent a corresponding number of 
observations, any number, whole or fractional, may be so used; 
thus two quantities may be said to have the weights respectively 
of 1 and 2, or i and 1, or 0.12 and 0.24, and their rdative worth 
is the same in either ease. The mean value as understood above 
is the arithmetic mean, and is only used when the quantities are 
of equal weight. When the different values are of unequal weight 
each value is multiplied by its weight, and the sum of the products 
is divided by the sum of the weights, the result obtained being 
called the weighted arithmetic mean. 

63. Laws of Weights. The following principles (established 
by the method of least squares) govern the use of weights: 

1. The weight of the arithmetic mean (with measurements 
of unit weight) equals the number of observations. 

ExampU. Ai^e A by diffra-ent mensurementB equals 

29= 21' 59". 1, weight 1 

29 22 06 .4, "1 

29 21 58 .1, " 1 

3)88° 06' 03". fi 



Aritiunetio mean - 29° 22' 01". 2, weif^t 3. 

2. The weight of the weighted arithmetic mean equals the sum 
f the individvial weights. 

Examj^. Base line ABhy difFerent measurements equals 



Weighted arithmetic mean = 
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3. The weight of the algebraic sum of two or ftiore numbers is 
equaJ to the reciprocal of the eum of the reciprocals of the indi- 
vidual weights. 

Example. Angle j1 = 46° 14' 11" .2, weight 2 
Angle B = 11 21 19 .6. " 3 

A + B = 56° 35' 30". 8, weight = , , . = -; 
i+i 5 

A - B = 33° 52' 51". 6, weight '-rrr = g- 

4. Multiplying a quantity by a factor divides its weight by 
the square of that factor. 

Example. Angle A - 67° Iff 12". fi, weights, 

2A = 134° 20' 25".0, weight =- — r --. 
'^ 2X2 4 

5. Dividing a quantity by a factor multiplicB its weight by 
the square of that factor, 

ExampU. Base AS - 2716. 124 ft., weights, 

y = 1358.062 ft., weight = 3 X 4 = 12. 

6. Multiplying an equation by its own weight (or dividing it 
by the reciprocal of its weight), inverts its weight. 

Example. S(a; + y) — 400, weight i; multiplying by \ {or dividing by 
i), we have 

2(1 ■¥y)= 300, weight |. 

7. Changing all the signs of an equation, or combining the 
equation with a constant by addition or subtraction, leaves the 
weight unchanged-. 

ExampU. x + y 11° Iff 14". 6, weight 2.3, 

360° - (j + y) = 348° 49' 45".4, weight 2.3. 
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64. Station Adjustment. This consists, as explained in 

Art. 51, of making the angles at a station geometrically consistent, 

such as making all the angles around 

a point add up to 360°. The following 

cases are worked out as shown : 

Case 1. The angles at a point have 
been measured with equal care (giving 
them equal or unit weight). In this 
case any discrepancy is equally dis- 
tributed among the three angles. Thus 
in Fig. 29, if the angles x, y, z, as 
measured, added up to 360° 00' 06", 
Pjq 29 **i^" ^^^^ measured value would be re- 

duced by 2". 

As an application of the theory of weights, let us suppose 
we have by measurement 

X = a, weight 1 



From Qiitd ahservaiion 360" — z = 360° — c, weight 1 

or x + y = 360° - e, "I 

By second observation y = h, "1 

By subtraction x = 360° — 5—c, weight J 

By first observation x = a, "1 

Taking the weighted arithmetic mean of these values of x, 

\x = i(360° -b - c) 



By addition \x = a -\- J (360" - b - c) 
whence x = ^a + K360° -b -c) 

= a + i(360° -a -b ~c) 

^ a -I- i [360° - (a -H 6 + c)], 

which indicates that the most probable value of x is found by 
correcting the measured value a by one-third the discrepancy ; and 
the same result would be reached for y and z. In combining the 
observations as above it is to be noted that each observation can 
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be used but once, as otherwise additional observations would be 
implied that in fact have not been taken. The above rule for 
the distribution of the station error is, of course, the same as 
would be obtained by the method of least squares. 

Case B. The angles as measured around a point. Fig. 29, 
have been assigned different weights. In this case any discrep- 
ancy is distributed inversely as the weights. Thus if the weights 
are 

for X, I, for y, 2, for z, 3, 

the distribution of error would be as 

ill 

1 '2 '3' > 
which is the same as 

6 3 2 

6 ■ 6 " 6' 
which is equivalent to 

6:3:2; 

and since 6 + 3 + 2 = 11, we have ' 

correction for x = — of discrepancy; 

correction for y = — of discrepancy; 

correction for z = jj of discrepancy. 

Case S. Several angles at a point, and also their sum, have 
been measured with equal care. In 
this case any discrepancy is to be 
equally distributed among all the meas- 
iu«d values (including the measured 
sum), WTien the measured sum of 
several angles is greater than the sum 
of the individual measurements, the 
correction is positive for the single 
measurements and negative for the 
measured sum, and vice versa. Thus 
in Fig. 30, if the entire angle measured 
8" more than the sum of the single measurements, then the x, y. 
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and z meaeurements would each be increased by 2", and the 
measured sum would be reduced by 2", 

Case ^. Several angles at a point, and also their sum, have 
been measured, and different weights have been assigned to the 
measured values. In this case any discrepancy is distributed 
among all the measured values inversely as their weights. Thus 
in Pig. 30, page 85, suppose 

X measured with weight 2; 



ix + y +z) 
the division of error would be as 



which is the same as 



which equals 



i i i i 

2 '1 '3 ' 1 

3 6 2 6 
6 '6 "6 '6 



:2:6 



and since 3 + 6 + 2 + 6 =• 17, we have 

correction for a: = :r= of discrepancy; 



(x + y + 2) - 



17 



If the measured values of x, y, and z add up to leas than the 
measured sum {x + y + z), then the corrections for x, y, and z, 
are to be added, and the correction for {x + y + s^ subtracted, 
and vice versa. 

General Rvie, Any case of station adjustment in which the 
coefficients in the equations are all unity and the signs are all 
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positive (as is usually the case), and in which the horizon has not 
been closed or the closing has been evaded in the equations by 
subtracting one or more angles from 360°, and in which the weights 
of the final results are not desired, may be solved as follows: 
Multiply each equation by its own weight; add together separately 
all the new equations containing z, y, z, etc., as shown in the 
following example, and solve the resulting equations as simulta- 



Example. Observed valuea, Fig. 31, 





1= 14 
»• 19 

x + y= 33 
z = 326 

y + t = U5 


11 

07 
18 
41 
48 


17".l, 
21 .3, 
43 .4, 
18 .2, 
39 .2, 


Subtracting the 


angles involving z 


from 360°, 


, ar - 14" 

y-19 
x + y = S3 

360° - z = J + ff = 33 
3m''(y + z)'x=H 


11' 
07 
18 

18 
11 


17".l, 
21 .3, 
43 .4, 
41 .8, 
20 .8, 




eight. 




X = 14° 
+ 2i/ = 38 

x-i- v = 33 
2x + 2y«m 
3x -42 


11' 
14 
18 
37 
34 


17".l 

42 .6 

43 .4 
23 .6 
02 .4 


ing V, we have 


ntaining 




7x + Zy = 156 

3a; + 5jf = 13S 


41 
10 


26".5 
49 .6 


which, solved UB 


aimultaneoue equations, give 




a; - 14 
V= 19 


11 
07 


20", 14 
21 .83 


the Bum of which subtracted from 360° 


gives 




2 = 326 


41 


18".03 




:, and all equations contain' 



66- Figure Adjustment. Having found by measurement and 
station adjustment the best attainable values of the different 
angles of a system, the next step is to make the figure adjustment. 
(If the work is very important and the angles so involved that 
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making the figure adjustment would disturb the station adjust- 
ment, all the adjustments would have to be made in one operation 
by the method of least squares.) The figure adjustment, as 
explained in Art. 51, consists in making such slight changes in 
the various measured angles as will make the figure geometrically 
consistent, such as making the angles of a triangle add up to 180°, 
the angles of a quadrilateral add up to 360°, etc. The adjust- 
ment required in any case could be made in an infinite number 
of ways, but the adjustment that is sought is the one that assigns 
the most probable values to the various angles in view of their 
actually measured values. Since all the angles measured are 
spherical angles, it is necessary to compute the spherical excess 
in work of any magnitude before it can be determined to what 
extent the measured values are geometrically inconsistent. 

If all the triangulation stations (referred to mean sea level) 
were connected by chords instead of arcs, we would have a net- 
work of plane triangles perfectly locating all the stations, and 
through which the computations could be carried with perfect 
accuracy, provided the plane angles were known and used. 
These plane angles become as well known as the actually 
measured spherical angles by a proper reduction for spherical 
excess. On accoimt of the simplicity and saving of labor the 
computations in practice are always made on the basis of plane 
triangles. In carrying forward the azimuths of the various lines, 
however, the reduction for spherical excess must be restored to 
the adjusted plane angles, and a further allowance made for 
convergence of meridians, as explained in Chapter V. 

66. Spherical Excess. The sum of the angles of a spherical 
triangle is always greater than 180° by an amount directly pro- 
portional to tl>3 area of the triangle and inversely proportional 
to the surface of the sphere, the value of the increase being called 
the spherical excess. It follows that the rule must also hold good 
for any spherical polygon, since such a figure can always be divided 
up into spherical triangles. Owing to the shape of the earth, 
which is not a perfect sphere, the spherical excess for the same 
area decreases slightly as we advance from the equator toward 
the poles; except for very large areas it may be taken as 1" 
for every 76 square miles, the true value for this area being 
l".O035 -I- in latitude 18° and 0".9925 + in latitude 72°. It may 
ordinarily be disregarded entirely where the area is less than 10 
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square mileB. The precise formula for any triangle may be 

written, 

area X (1 — e^sin^^)^ 
s . _ , 

in which 

e = spherical excess in seconde of arc; 
= latitude at center of triangle; 
loge2 =7.8305026 - 10; 

f 1.8787228 {for area in aquaro miles) 
log C = I 9.3239906 ( " square feet) 

[8.2920224 { " square metere). 

For logarithms of (1 — e2 sin^ i^) see Table IX. 

It is evident that neither the area nor the latitude need be 
known with extreme precision for the present purpose, and may 
be estimated before any adjustments have been made. 

57. Triangle Adjustment. The failure of the measured 
values of the angles of a triangle to add up to 180° is due to the 
spherical excess and the errors of measurement. If the spherical 
excess be computed, as explained in the previous article, the 
balance of the discrepancy repreeenta the errors of measurement; 
or in order words, 180° + spherical excess — sum of angles = 
errors of measurement. The recognized adjustment for spherical 
excess ia a deduction of one-third of the total excess from each 
angle, which is n6t mathematically correct unless the angles are 
all equal, but which may be so considered in any case that arises 
in practice; the reason for this is found in the fact that the excess 
is always a small quantity (rarely reaching 60"), and also that 
the triangles are always well shaped in this class of work. The 
theoretical adjustment for errors of measurement is to divide the 
amount among the three angles inversely as their weights; if 
the angles are of equal weight this results in correcting each angle 
by one-third of the error. In view of the above considerations 
the failure of the angles of a triangle, as measured, to add up to 
180° is adjusted as follows: 

1. If all the angles as measured are considered equally reliable 
(of equal weight) the discrepancy is divided equally among the 
three angles. The spherical excess need not be computed in 
this case, unless it is desired for other purposes. 
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2. In important work where the angle measurements have 
different weights, each angle is first reduced by one-third of the 
spherical excess, and then corrected for the errors of measure- 
ment inversely as its weight. 

3, In small triangles or work of minor importance, where the 
angle measurements are of unequal weight, the total discrepancy 
is divided among the angles inversely as their weights. 

68. The Geodetic Quadrilateral. A geodetic quadrilateral is 
formed when the four stations, A, B, C, D, are connected as 
shown in Fig. 32. The size of the largest quadrilateral occurring 




Fig. 32.— The Geodetic Quadrilateral. 

in practice is relatively so small as compared with the size of the 
earth that we may always assume without material error that 
the tour stations lie in a plane. In such a quadrilateral one side, 
as AD, must be known, either by direct measurement or connec- 
tion with the system; and the eight angles a, b, c, d, e, f, g, k, 
must be measured. If the quadrilateral is of sufficient size to 
require it the measured angles must be reduced for the spherical 
excess; in minor work this may be distributed equally among 
the eight angles; in more important work each of the four triangles 
formed by the intersection of the diagonals would be treated 
separately — ^that is, each angle would be reduced by one-third of 
the excess appropriate to its own triangle. In the plane quadri- 
lateral ABCD there are seven angle conditions and three side 
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conditions tliat must be satifi&ed to make such a figure geometric- 
ally possible, and these ten conditions can all be covered by three 
angle equations and one side equation. 

The seven angle conditions are as follows: 

1. The sum of the eight comer angles must be exactly 360°. 
This furnishes one angle condition. 

2. The opposite angles where the diagonals cross must be 
equal. This furnishes two angle conditions. 

3. In each of the four triangles formed among the stations, 
such as ABC, the sum of the three angles must be exactly 180°. 
This furnishes four angle conditions. 

These seven conditions are so involved, however, that if any 
three independent ones are satisfied the other four are also satis- 
fied. As the first three conditions are independent all the angle 
conditions will be satisfied if we have 

a + b + c + d + e+f + g + h = 360°; 
a + b = e+f; 
c + d =g +h. 

The three side conditions arise from the fact that each imknown 
side is contained in two different triangles, so that each side may 
be found by two independent computations which must give 
identical results; thus the unknown side BC may be computed 
from the known side AD through the triangles ACD and BCD, 
or through the triangles ABD and ABC, and the two values thus 
obtained must be the same. These three conditions are not 
independent, however, for if any one of them is satisfied the other 
two are also satisfied. It is well to note that all the seven angle 
conditions may be satisfied without satisfying any of the side 
conditions. From the figure we have 

Bin a sm D sm a 

bc-cd'^-ad'^s^, 

sin c sin e sm c 

whence 

BC _ sin g sin g _ sin / sin h 
AD sin b sin d sin c sin e ' 



[I () ain d sin/sin k 
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which is called the aide equation. When this equation ig true 
the side conditions will all be satiefied. Writing the side equation 
in logarithmic form, which is the most convenient form for use, 
we have 

Oog sin a + log sin c + log sin e + log sin g) 

— Oog sin b + log sin d + log sin / + log sin h) = 0. 

69. Approximate Adjustment of a Quadrilateral. Assuming 
the angles to have been measured with equal care (and reduced 
for spherical excess, if necessary), a quadrilateral of moderate 
size or minor importance can be adjusted with sufficient approx- 
imation and with comparatively little labor by the method liere 
given. 

Referring to Art. 58, the equations of condition which must 
be satiefied are as follows : 

Angle eqitations, 

a+b + c + d + e+f + g+k= 360°; 
a + b ^e+f; 
c + rf = s + ft. 

Side equation, 

(log sin a + log sin c + log sin e + log sin g) 

— (log sm fc + log sin d + log sin / + log sin /t) = 0. 

The adjustments for the three angle equations are made first; 
since these three equations are independent the adjustments 
required to satisfy them may be made in any order, and will not 
disturb each other. Since the angles are supposed to be equally 
well determined the adjustments made to satisfy any one of the 
angle equations ought to have the same value for each angle 
affected. Therefore, if the eight angles fail to add up to 360", 
each angle is corrected by one-eighth of the discrepancy; thus 
if the sum of the eight angles were 360° 00' 08", each angle would 
be reduced 1". If a + 6 fails to equal e +/ each angle is cor- 
rected by one-fourth the discrepancy, reducing the larger side 
of the equation and increasing the smaller one; thus if a + 6 
exceed e + / by 8", a and b must each be reduced by 2" and e 
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and / must each be Increased by 2". Similarly, li c + d fails 
to equal g + h, then each of these angles must be corrected for 
one-quarter of this discrepancy. 

The adjustment for the side equation is then made as follows: 
Letyl, B, etc., represent the measured angles as thus far 
adjusted ; 
I, represent the value of the first member of the side 

equation when A, B, etc., are substituted for a, b, etc.; 

V, represent the numerical value of I; 

^0)1%, etc., represent the numerical change in seconds 

required in ^, B, etc., in order to satisfy the side equation; 

da, di, etc., represent the tabular difterences tor 1" for log 

sin A, log sin B, etc. Then 

(log sin A + log sin C + log sin £ + log sin G) 

— Oog sin B + log sin I> + log sin F + log sin fl) = L 

Since the adjustment of the angles must reduce I to zero (with a 
minimum change in each angle), it is seen from this equation 
that when I is positive the first four terms must be reduced and 
the last four increased, and vice versa when I is negative. This 
is equivalent to saying that if I is positive, the angles A, C, E, 
and G must be reduced if less than 90°, and increased if greater 
than 90°, and the angles B, D, F, and ,H increased if less than 
90°, and decreased if greater than 90°; and that if I is negaiive, 
the angles A, C, E, and G must be increased if less than 90° and 
decreased if greater than 90°, and the angles B, D, F, and H 
decreased if less than 90°, and increased if greater than 90°. 
It therefore only remains necessary to find the numerical values 
of the corrections. In cither case, in order that I may vanish, 
the numerical sum of the logarithmic changes must equal the 
numerical value of I. Since changing the angle A by v^ changes 
log sin .d by v^^ , «tc., we have 

Vada + Mc + '»tde + Vgdg + Vi4b + V^d^ + V,df + V]4h = I', 

in which all the terms are to be made positive. Since this equation 
contains eight unknown qxiantities, Va,Vc, etc., it can not be solved 
unless some additional relationship among the unknowns is 
assumed. This relationship is found in the fact that the values 
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^o, Tci etc., are to be the most probable ones; and it is generally 
admitted that the most probable values are those that are pro- 
portional to their influence in building up the quantity I'. Thus 
if da is twice dg, then, second by second, v^ is twice as effective 
as % in building up the total, /'; and this effectiveness should be 
recognized by allotting twice as many seconds to Va as are allotted 
to Vc , and so on. We thus have 



But if 
then 



= da : d^ : d,, etc. 



Vada _ d^ vdc _ d^ 

or v^a : v^c '■ '»edc , etc. = da^ : d^ : d^, etc. 

Referring to the equation to be solved, therefore, we see that 
/' is to be divided into 8 piece.'^ which shall be in the ratio of the 
numbers d^, rf/, d^, etc., giving for the successive terms of the 
equation the values 



d^ d?V d?V_ 
Sd^' 'Y.S' lid? 



^„, etc. 



,d =^"5: ^A =^^^L etc 



2d2' ''•f'^-^d?' 



and we have the numerical values 

"•-'''■(2^)' "■-''■(i)> »'"•• 

the signs of these corrections having been determined as pre- 
viously explained. 

The side-equation adjustment (having been derived without 
regard to the angle-equation requirements) will probably disturb 
the angle-equation adjustment slightly, but seldom seriously. 
If necessary, the two adjustments may be repeated in turn until 
both are satisfied with sufficient approximation. 
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A complete example of adjuBtment by this method is 
worked out in the table on page 95. In this particular 
case the side-equation adjustment has disturbed the angle-equa- 
tion adjustment to a maximum extent of 1",49. If this approxi- 
mation is not as close as desired the adjusted values may be 
treated like original values, and be readjusted by the same 
method. A second adjustment gives the following values: 



= 46° 18' 3S".47 

= 53 2 6 11_.92 

99 44~50~39 

= 42 11 27 .26 



d -3 



03 42 .35 



80 15 09 .61 

e - 58 19 10 .54 

/ = 41 25 39 .90 

99 44 50 .44 

g =M 33 47 .38 

ft =45 41 22 .18 



SO 15 09 .56 
360 00 00 .00 



og Bin - 9.8591959 




og.in- 


9.9O48230 


log ain = 9.8271126 




log sin = 


9.7899405 


log .in - 9.9299248 




log sin = 


9.8206448 


log sin = 9.7538238 




log ain = 


9.8546489 


39.3700571 


39.3700572 



An examination of these values shows an almost perfect adjust- 
ment. It is interesting to fompare the results of both the first 
and the second adjustment with the results of the rigorous adjust- 
ment of the same example as given in Art. 60. 

60. Rigorous Adjustment of a Quadrilateral. Assuming the 
angles to have been measured with equal care {and reduced for 
spherical excess, if necessan), and that the work is of too much 
importance for only approximate adjustment (or that a Httle 
extra labor on the computations is not objectionable), the follow- 
ing method may l>e used, the results being the same as would be 
obtained by the method of least squares. 

Referring to Art. 5S, the equations of condition to be satisfied 
are as follows: 
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Angle equations, 

a + b + c+d + e+f + g + k-- 360°; 

a + fc = e + /; 

c + d = g + h. 

Side equation, 

Oog sin a + log sin c + log ein e + logmt g) 

— Oog ein & + log sin d + log sin / + log sin h) = 0. 

As in the case of the approximate method, a provisional adjust- 
ment is first made that will satisfy the angle equations, being 
made in the same way as there explained because it recognizes 
as far as possible the fact that all the angles have been measured 
with equal care. This adjustment is made as follows: 

If a + & + c +, etc., fails to equal 360°, correct each angle 
by J of the discrepancy. 

li a + b fails to equal e + /, increase each member of the 
smaller sum and decrease each member of the larger sum by J 
of the discrepancy. 

If c + d fails to equal g + k, increase each member of the 
smaller sum and decrease each member of the larger sum by ^ 
of the discrepancy. 

The side-equation adjustment is then made, but made in 
such a way as will not disturb the angle-equation adjustments. 
Let A, B, etc., represent the angles as thus far adjusted; 

I, represent the value of the first member of the side 

equation when A, B, etc., are substituted for a, b, etc.; 

Va, Vb, etc., represent the total corrections in seconds to 

A, B, etc., to satisfy the side equation; 
X, xi, X2, X3, Xi, represent the partial corrections of which 

VajVb, etc., are composed; 
da, db, etc., represent the tabular differences for 1" for log 
sin A, log sin B, etc., taken as positive for angles less 
than 90° and negative for angles greater than 90°; 
then 

Oog sin A + log sin C + log sin E + log sin G) 

— (log sin B + log sin D + log sin F + log sin H) .- I; 
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and in order that the logarithmic corrections shall cause I to 
vanish we must have 

(Ma + Me + VA + Vgdg) — (Vbdb + Vddd + V^, + Vhdhi = — I, 

in which auch values must be assigned to To , 1% , etc., as will not 
disturb the angle -equation adjustments already made. These 
adjustments have given ua 

(4 + B) + (C + i>) + (E + F) + (G + H) =0; 

{A +£)={£ + JO; 

(C + Z>) = (G + H). 

It is evident from these three equations of condition that there 
are only two possible ways in which the adjusted angles A, B, 
etc., can be modified without disturbing the angle-equation 
adjustments. First, any correction can be made to the sum of 
A and B, provided the same correction is made to the sum of 
E and F, and at the same time an equal and opposite correction 
is made to each of the other two sums; since the two angles 
of any sum ate equally reliable the same numerical change 
must be made to each angle and will be denoted by x. Second, 
any group, such as (A + B), may have any eorreetion applied to 
one of its members, provided an equal and opposite correction 
is made to its other member; these corrections are independent 
of the first correction and of each other, and will be represented 
by Xi, X2, X3, and x^. In accordance with the above considera- 
tions the side-equation adjustments must have the following 
relative values; 

Va ^ + X + Xl Ve ^ + X + X^ 

Vt = + X — Xi Vf = + X —Xs 

V^ ^ — X + X2 Vg = — X + X4 

va= - X - X2 Vh= ~ X — Xi 
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Substituting these values in our conditional side equation 

{Vada + v^c + i>t<it + vgdg) — (v^db + Vjdd + Vfdj + Vhdh) = - i, 

and rearraDging the terms, we have 

[Wa +dd + d^ + rfft) - (di + d, + dr + di,)]x + (d„ + db) xi 

+ {do + dd)x2 + (d, + dy)X3 + {dg+ dH)xi =-l, 

which for convenience we write 

Cx + Cixi + C2X2 + C3X3 + C^i = - i. 

Since this equation contains five unknown quantities it can not 
be solved unless some additional relationship among the unknowns 
is assumed. The most probable relationship is therefore taken, 
namely, that the unknowns are proportional to their average 
effectiveness per angle in building up the quantity (— I). Hence, 
since x affects 8 angles and the other unknowns only 2 each, we 
write 



Cx ^ 4_ C,£i ^ C^ CiXs ^ C£ 
Cixi C'l^' 0^X2 C^' C^xr^ X32' ' 



Referring to the equation to be solved, therefore, we see 
that ( — i) is to be divided into five pieces which shall be in the 
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ratio of the numbers -7-, C\^, C^, Cg^, C^, giving for the succes- 
sive termB of the equation the values 



i* '^ CiH- I) 



Hence, writing S ^ 



C2X2 -= C^S, " X2 = C2S; 

C3:i;3 = Cs^S, " X3 = CsS; 

Ctxt = Ct^S, " Xi -= C*S. 

Combining tbeee values of x, Xi, X2, etc., to form Vg, vi, etc., and 
applying these corrections to A, B, etc., we obtain the most 
probable values of the angles a, b, etc., consistent with the geo- 
metrical necessities of the figure and with the fact that all the 
angles were measured with equal care. 

A complete example of adjustment by this method is worked 
out in the table on page 101, using the same quadrilateral 
that was adjusted by the approximate method (pages 95 and 96) in 
order to compare results. It will be noted that the first approxi- 
mate adjustment has a maximum variation of only 0".42 from 
the rigorous adjustment, and that the second approximation 
comes within 0".02 of the rigorous values, 

61. Weighted Adjustments and Larger Systems. If the 
measured angles of a triangle have different weights, the adjust- 
ment is made as already explained. If the measured angles of 
a quadrilateral or other figure are not of equal weight, the adjust- 
ment ie best made by the method of least squares. 
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In work of moderate extent or importance a system composed 
of a series of triangles or quadrilaterals would have each triangle 
or quadrilateral independently adjusted. In work of the highest 
importance, such as primary triangulation, the entire system . 
would be adjusted simultaneously by the method of least squares. 

62. Computing the Lines of the System. After a figure or 
system is satisfactorily adjusted the distances between the various 
stations are computed, solving each triangle in order {as a plane 
triangle) by the ordinary sine ratio. In the case of the quadri- 
lateral the two diagonals and the sides adjacent to the known 
side {called the base) are computed from the triangles involving 
the base; the side opposite the base is then computed from both 
the triangles in which it occurs, and the mean of the two results 
taken as its value. These two values would of course be exactly 
alike if the angle adjustments were perfect, but these adjust- 
ments are only correct as far as they are carried" out decimally; 
a material disagreement in the two values would indicate errors 
in the computations. 

63. Accuracy of Triangulation Work, The accuracy of this 
class of work is judged by measuring a check base at the end of 
the system, if the work is of moderate extent, with intermediate 
cheek bases if the work covers a large territorj'. The length of 
the check base as computed through the triangulation system 
should agree closely with its measured length. In triangulation 
work by the U. S. Coast and Geodetic Survey, extending over 
several states in one system, extremely close results are reached. 
In systems 600 to 800 miles in length the computed and measured 
values of check bases may agree within fractions of an inch. 
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64. The Problem. After the triangulation system has been 
computed as described in the last chapter the relative positions 
of the various stations are known. By computiiig the geodetic 
positions is meant computing the absolute positions (latitudes 
and longitudes) of the triangulation stations from their relative 
positions; this computation can be made if wc have the latitude 
and longitude of one of the stations and the azimuth of one of 
the lines through that station, provided we know the shape and 
dimensions of the earth. The problem, then, may be stated 
as follows: Given the latitude and longitude of a station and the 
azimuth and distance to another station, to find the latitude and 
longitude and the back azimuth at the second station. This 
problem is often called the L. M. Z, problem, the letters meaning 
latitude, longitude (meridian), and azimuth. The back azimuth 
at the second station wOl seldom be the same as the forward 
azimuth at the first station, on account of the convergence of 
the meridians. Having found the latitude, longitude, and back 
azimuth at the second station, the azimuths of the other lines 
at that station become known through the adjusted angles at 
that station, remembering that azimuths are counted clockwise 
from the south point continuously up to 360°, and that if the 
spherical excess has been removed from any angle it must be 
restored for the present purpose. By proceeding with the com- 
putations in the same manner from station to station we obtain 
the latitudes, longitudes, and azimuths for the whole system. 
There are many methods of solving the given problem, depending 
on the distance involved and the precision required; all methods 
are somewhat complicated on account of the shape of the earth. 
Two of the best solutions will be considered after discussing the 
figure of the earth. 
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66. The Figure of the Earth. It is doubtful when it was first 
realized that the surface of the earth ia not a plane. Early 
Greek philosophers believed in solid figures of various shapes. 
Aristotle (340 B.C.) gives reasons for believing the shape to be 
spherical, geometers estimating the circumference at 300,000 
stadia. The famous School of Alexandria appears to have made 
the first actual measurements of the curvature of the earth, 
and hence its radius, the earliest measurement being made by 
Erastosthenes, about the year 230 B.C., and a second one a little 
later. Erastosthenes concluded that the circumference of the 
earth was about 250,000 stadia in length, but the exact length of 
the stadium is now unknown. The knowledge which the Greeks 
obtained of the size and shape of the earth was lost during the 
declining civilization that followed, and no further measurements 
were made for upwards of a thousand years. About the year 825 
the Arabs made a very good determination of the radius of the 
earth by measuring the arc of a meridian on the plains of Mesopo- 
tamia. This was followed by another lapse of about 700 years 
before any further measurements were undertaken. During 
the middle ages Europeans generally believed the earth to be 
fiat until about the 15th century, when a few men, such as Colum- 
bus, declared it to be globular. In the 16th centuiy general 
belief in the spherical shape of the earth was again established. 

From the earliest measurements to the present time the 
principle employed has been essentially the same, but a very 
much higher degree of accuracy is now reached on account of the ■ 
great refinement in detail. The fundamental idea is to obtain 
both the linear and the angular measure of the arc of a meridian, 
whence the distance divided by the number of degrees gives the 
length of one degree, and this multiplied by 360 gives the length 
of the entire circumference. In early times the meridian arc 
was actually staked out and its length obtained by direct meas- 
urement, but modem methods of measuring and computing are 
so improved that distances measured in any direction may be 
utilized. The angulai^ measure of the arc is the angle between 
its two end radii (which meet near the center of the earth), and 
its value is obtained by finding the latitude at each end and 
taking their difference. 

When Newton discovered the law of gravitation late in the 
17th century he proved that the earth as a revolving plastic body 
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subject to its own attraction should have taken the form of a 
slightly flattened sphere, while an arc measured in France between 
1683 and 1716 indicated an elongated sphere. To settle the 
question an arc was measured in the equatorial regions of Peru 
(1735-1741) and another in the polar regions of Lapland (1736- 
1737), which showed that a degree of latitude was longer near 
the pole than near the equator and that Newton's theory was 
correct. Since these dates a large amount of geodetic work has 
been done, in which France, Great Britain, Germany, Russia, 
and the United States have taken a leading part. Among the 
more recent arcs measured may be mentioned the Anglo-French 
arc, extending from the northern part of the British Isles south- 
ward into Africa; the great Russian are, extending from the 
ArcticOceanto the northern boundary of Turkey; the great Indian 
arc, extending from the southern point of India to the Himalayas; 
the European arc of a parallel, extending from southern Ireland 
eastward to central Russia; and in the United States, the trans- 
continental arc, extending along the 39th parallel from the 
Atlantic Ocean to the Pacific Ocean, and the eastern oblique arc, 
extending parallel to the Atlantic coast from Maine to Louisiana. 
These six arcs joined end to end would reach about two-fifths 
of the way around the earth. 

66. The Precise Figure. Various names have been applied 
to the earth from time to time in the attempt to describe its 
shape more exactly as our knowledge has advanced. Roughly 
it may be called a sph&re, since the flattening at the poles is rela- 
tively very small; a model with an equatorial diameter of fifty 
feet would only be flattened one inch at each pole. As the result 
of many precise measurements the shape has been found to be 
such that with considerable exactness any section parallel to the 
equator is a circle, and any section through the poles is an ellipse; 
the figure is such as may be generated by revolving an ellipse 
about its minor axis and is called an oblaie spheroid. To be 
still more exact, the equatorial section is not exactly circular 
but very slightly elliptical, so that a section in any direction 
through the center would be an ellipse; such a figure is called 
an ellipsoid. Still further exactness indicates that the southern 
hemisphere is a trifle larger than the northern, and that all polar 
sections are therefore slightly oval, leading to the name ovaloid. 
As a matter of absolute precision no geometrical solid exactly 
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represents the shape of the earth, and this has been recognized 
by applying the special name geoid. 

67. The Practical Figure. All the computations in geodetic 
work are based on the assumption that the figure of the earth 
is an oblate spheroid; this is found to be amply precise, since the 
variations from this figure are relatively very small. The most 
important determinations of the elements of the spheroid, 
founded on the best available data, are those made by Bessel in 
1841 and Clarke in 1S66. Bessel's spheroid is still largely used 
in Europe, but aU computations in the United States are made on 
the basis of Clarke's spheroid, which conforms better to the actual 
surface of this country. According to Clarke's comparison of 
standards a meter contained 3,2808693 feet, a result which is now 
known to be too large. In the legal units of the United States 
the meter contains exactly 39.37 inches, which equals 3.2808333 
feet, a value which is believed to be very close to the exact truth. 
The elements of Clarke's spheroid in U, S. legal units are as 
fo!lowB: 

„ . , f 6,378,276.5 meters, log = 6.8047033 

Semi-major axis = « = j 30.926,062 feet, log = 7.3206875 

„ , . , r 6,356,653.7 meters, log = 6,8032285 

Semi-mmor axis = b - 1 20,855,121 feet, log = 7.3192127 

Ellipticity = ^—^ = e - 0.00339007, log = 7,5302093 - 10 
Eccentricity == J °^ ~^ = c = 0.08227184, log = 8.9152513- 10 



Ratio of axes = ^ = f^, log = 9.9985252 - 10 

68. Geometrical Considerations. In Fig. 33 the ellipse 
WNES represents a polar section of the earth, in which WNES 
is the meridian; NS, the polar axis, or minor axis of the ellipse; 
WE, the equatorial diameter, or major axis of the ellipse; n, 
any point on the meridian ; nt, the tangent at n; nlpm, the normal 
at 71, or the direction of the plumb line if there is no local deflection; 
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np, the radiua of curvature at n; no, the radiua of the small circle 
or parallel of latitude at n; f, f, the foci of the ellipse; ^, the 
latitude of the point n. It is to be noted that the normal nm 
from the point n does not pass through the center c (except when 
n is at the poles or on the equator), and that the radius of curva- 
ture (and hence the length of a degree of latitude) increases from 
the equator to the poles; that the radii of curvature for different 
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latitudes on a meridian do not intersect unless produced; and 
that for different latitudes not on the same meridian the normals 
(which i]jclude the radii of curvature) do not intersect at all. 

Since the normals for two points of different latitudes and 
longitudes do not intersect, they do not lie in a plane; hence, 
Fig. 34, page 108, the vertical plane at A {AaB) which includes 
B and the line of sight from A to B, is not the same as the vertical 
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plane at B{BbA) which includes A and the line of sight from S to ^ . 
The lines which these planes cut at the surface of the spheroid 
are called elliptic arcs. In setting points from A to £ an observer 
at A would mark out the line AaB, while an observer at B would 
mark out the line BbA; the greatest discrepancy between the 
lines would be practically at the center, and under extreme con- 
ditions might amount to about an inch for 50 mile lines and 10 
feet for 500 mile lines; the angles bAa and bBa might approx- 
imate 0".l for 50 mile lines and 2",0 for 500 mile lines. For 
lines 100 miles or so long, therefore, it is evident that the two 
elliptic arcs may usually be regarded as identical, but that for 
greater distances the question may often be of considerable 




Fio. 34. 

importance. If an observer should set up his instrument at any 
intermediate point on either elliptic arc he would not find himself 
in line with A and B; if he sighted on A, for instance, he could not 
sight on B by simply transiting his telescope, as the angle between 
A and B would not measure 180°. An alignment curve (as repre- 
sented by the dotted line CD, Fig. 34) is such a line that at any 
intermediate point a vertical plane can be established that will 
pass through both end stations; as seen from any intermediate 
point the two end stations are always 180° apart; such a line is 
a line of double curvature, slightly less in length than the elliptic 
ares between which it lies, and tangent to the line of sight at each 
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end. A geodesic line k the shortest line that can be drawn between 
two points on a spheroid, and is a line of double curvature resem- 
bling the alignment curve, but the reverse curvature is not bo 
pronounced. Between any two points on the earth that are 
actually intervisible all the lines described may be regarded as of 
equal length. 

In geodetic work the term latitude always refers to the angle 
ij> {Fig, 33, page 107} or geodetic latitude, and not to the angle rwrd 
or geocentric latitude. The astronomical latitude, or angular 
distance from the equator to the zenith, is the same as the geodetic 
latitude except where there is local deflection of the plumb line. 
By longitude is meant the angular distance from some fixed meridian 
(usually Greenwich) to the given meridian, positive when counted 
westward. By the azimuth of a line (or a direction) from a given 
point is meant its angular divergence from the meridian at that 
point, counted clockwise from the south continuously up to 360°. 
Thus in Fig. 34, the angle DAa is the azimuth at A towards B 
{AaB being the line of sight from A), and the angle SBb {clock- 
wise as marked) is the azimuth from B towards A. The azimuth 
{or forward azimuth) of a line means taken fdrward along the 
line, and back azimuth means in the reverse direction; the 
azimuth and back azimuth at the same point differ by 180°, 
The angles NAa and NBb, inside the two polar triangles NAB, 
are called azimuthcU angles, the angle at each station being taken 
to the line of sight from that station; the relation of these angles 
to the azimuth above described is self evident. In solving either 
of the triangles NAB the angles at both A and B must be taken 
in the same triangle, the necessary reduction being made by 
means of the auxiliary angles bBa and bAa. 

69. Anal3rtical Consideration&. The most important section 
of the spheroid is the meridian section. Fig, 33, page 107, of which 
JV and R are the principal functions. 

Let N = the normal nm; 

R = radius of curvature np; 
r = radius no of parallel of latitude; 
T = tangent nt; 
^ = latitude (geodetic) ; 
^ = geocentric latitude; 
p = radius vector nc; 
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then from analytical geometry 



(l-e3 


sin 20)*' 


(1-1^ 8111= 0)1' 


52 
R at equator = — fi a 


polea=i", 


r = JV cos 


#, r- 


N cot 0, 


nl = N(l - 


e^, nd- 


Ni\ - e2) sin 0, 


tan ^ = -5 tan 


*, e- 


0(1 -eSsinV)', 


\^RN = radius of osculating sphere 


oVl-.^ 
1 - eii sin' 


liich the logarithm 


of the conatanta 


are as follows: 


Quantity. 


Metric. 


Feet. 


a 


6.8047033 


7.3206875 


b 


6.8032285 


7.3192127 


e^ 


7.8305026-10 


7.8305026-10 


(1 - e2) 


9.9970504 - 10 


9.9970504 - 10 


a(l - e2) 


6.8017537 


7.3177379 


aVl -e2 =6 


6.8032285 


7.3192127 


^=aa-e-) 


6.8017537 


7.3177379 


a2 a 
6 Vl-^ 


6.8061781 


7.3221623 


S = i-^ 


9.9970504 -10 


9.9970504-10 



The section of next importance at any point, after the merid- 
ian section, is that which is cut from the spheroid by the 
prime vertical, which is the vertical plane at the given point 
that is perpendicular to the meridian through that point. The 
ellipse that is thus cut from the spheroid is tangent to the 
parallel of latitude through the given point, and hence a straight 
line run east or west from any point is commonly called a tangent. 
The radius of curvature, Rp, of a prime-vertrical section at the 
point where it originates has the same length as the normal 
N at that point, that is, 



Rp^N = 



a- 



^ sin^ ^}'' 
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A vertical plane at a given point that is neither a meridional 
plane nor a prime-vertical plane, is called an azitmahpUine; such 
a plane cuts an azimuth section from the spheroid and traces 
an (mmvih line on its surface, that is, a straight line whose initial 
direction ia not at right angles to the meridian. All the prop- 
erties of an azimuth section may be deduced from those of the 
prime-vertical and meridional 
sections. Thus, for instance, 
Let «= azimuth of azimuth 
line at initial point; 
JV=normaI at same point; 
fi = radius of curvature 
of meridian section 
at same point; 
B„ = radius of curvature 
of azimuth section 
t same point; 



then 



R 



coB2«(H-^,tan2«l 

70. Convergence of the 
Meridians. On account of the 
convergence of the meridians 
the azimuth of a line varies 
from point to point, unless 
the given line be the equator 
or a meridian. By the con- 
vergence of the meridiatis ia 
meant their angular drawing 
towards each other in passing p,g 35 

from the equator to the poles. 

Any two meridians are parallel at the equator or have a zero 
convergence (meaning no inclination towards each other); 
in moving towards the poles the meridians incline more and 
more towards each other, until at the poles the convergence 
is just equal to the difference of longitude. Referring to Fig. 35, 
the convergence at any two points, n, n', which are in the 
same latitude ^i, is found by drawing tangents from n and n' 
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to their intersection t on the polar axis, in which case the angle 
d is the convergence for those two meridians for the common 
latitude ^i. When the two points P and P' are not in the same 
latitude the convergence for the middle (average) latitude is 
understood; so that if ^ and ^' represent the latitudes of the 
two points we may write in any case i^i = i(^ + <!■'), and n 
and n' represent points on the middle parallel of latitude. 

Let ^1 -^ the common latitude for the points n and n' (or the 
average latitude for any two latitudes ^ and ^'); 

^^ = difference of longitude for the two meridians; 

no = r = radius of parallel of latitude at n; 

nt = T = tangent at n. 

From the figure 

Chord nn' = 2T sin JiJ == 2 r sin K^-^)- 
Substituting r = T sin ^i, 

2T sm iiS = 27" sm ^i sin H'^^), 
or 

sin }^ = sin i(^^) sin ^i, 
which in terms of the latitudes ^ and 4''. becomes 

sin ie = sin i(JA) sin i(^ + i>'). 

When the difference of longitude, ^^, is small, 9 will also be small, 
and we may write with great closeness 

e = (J^) sin ii<f> + 4>'), 

in which & wilt be in the same unit as '^^ (usually taken in minutes 
or seconds). Thus in an average latitude of 40° and a difference 
of longitude of one degree, or about 60 miles, the error of the 
approximation would be less than the one thousandth part of 
a second. 

Referring to Fig. 36, let rr' be a straight line in the plane 
stv, and passing as close as possible to the points P and P', In 
any ease occurring in practice the angle rpv will differ but very 
little from the forward azimuth at F of a true geodetic line from 
P through jP', and the angle rp's will closely represent the corre- 
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spending forward azimuth at P'. We may therefore write with 
great closeness 

Change of azimvih = rp'a — rpv. 

But from the figure 



Change of azimtUh = — 6 



- i^^)smm> + <!>'). 



Hence, in passing from one station to another, the change of 
azimuth is very closely the same in numerical value as the corre- 
sponding convergence of the 
meridians. The error in the 
approximation in running 60 
miles in any direction in the 
neighborhood of 40° latitude 
would not exceed one tenth of 
a second. In the northern 
hembphere the azimuth of a 
line decreases in nmning west- 
ward, and increases in nmning 
eastward, and vice versa in 
the southern hemisphere. The 
minus signs in the last formula 
must therefore be changed to 
plus in the southern hemi- 
sphere. In running approxi- 
mately east and west in about 
40° latitude the change of azi- 
muth will be over half a minute per mile. The back azimuth 
of a Ime is equal to the forward azimuth at the same point 
plus 180° (less 360° if this number is exceeded), 

71. The Puissant Solution. Given the latitude and lon^tude 
of a station and the azimuth and distance to a second station, 
the problem (Art. 64) is to find the latitude, longitude, and 
back azimuth at the second station. The Puissant solution 
(as modified by the U. S. C. & G. S.) is found amply precise 
if the distance between the stations does not exceed about 1° 
of arc or about 69 miles (in which case the errors of the com- 
puted values might run from 0.001 to 0.003 seconds). For a 




Fig. 36. 
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leas degree of accuracy the method may be used up to about 
100 miles. The Puissant method has the advantage that only 
seven place logarithms are required. With the help of special 
tables for certain factors in the formulas the actual work of 
computation is not very great. For a derivation of the for- 
mulas, examples of their use, and a complete set of tables, see 
Appendix No .9, Report for 1894, U .S. Coast and Geodetic Survey. . 
These formulas (in slightly dififerent form) are as follows: 
Let = the known latitude at the first station; 
^ = the known longitude at the first station; 
« = the known azimuth at the first station; 
^' = the unknown latitude at the second station; 
^■' = the unknown longitude at the second station ; 
ol' = the unknown back azimuth at the second 
station ; 
8 = the known distance between the stations; 
A, B, etc., = certain factors required in the formulas; 

then by successive steps we have 

k = 3 cos a. B, 

d^^ - (k + s^sin^rt.C- A.s^sin a-E), 
or with ample precision 

S(l> (for 15 miies or less) = — (A + «^ sin^ «-C). 
In either case 

and 

^' — <^ + J0 = latitude of second station; 

\ cos / 
and 

.1' = ^ + J^ = longitude of second station; 

J„--[(j;),i„i»+«^3^^+(Jfl..F], 
or with ample precision 

Ja (for 15 miles or less) = — (J') sin i('A + </>'), 
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which agrees with the result of Art. 70. The sign of 'ia is for 
the northern hemisphere, and is to be reversed in the southern 
hemisphere. Then 

a' = r. + J« -f 180° = back azimuth at second station. 

In the above formulas the values of J^, ^A, and ^a are obtained 
in seconds. In using the formulas both north and south latitude 
are to be taken as positive, west longitude as positive and east 
longitude as negative, and the trigonometric functions are to be 
given their proper signs. The lettered factors of the formulas 
have the following values: 



= A'(l-e2sin2^')*, 



= B'(1- 
= C'(l - 



e2 sin2 <f,)i, 
e2sin2 0)2tan^ 



Vl-e2"si^7' 
= £'{1 +3taii2^){l-e2sin2^), 

= F'(Bin^cos=^), 



G = value determined by second part of Table II, 
in which the logarithms of the constants are as follows: 





Constant. 


Metric. 




Feet. 


A' 


1 

aarcl" 


8.5097218- 


-10 


7.9937376- 10 


B' 


1 


8.5126714- 


-10 


7.9966872- 10 


a(l-e2)arcl" 


C 


1 


1.4069381 - 


-10 


0.3749697-10 


2o2(l - I?) arc 1" 


D' 


-|e»arcl" 


2.6921687- 


-20 


2.6921687 - 20 


£' 


1 


5.6124421 - 


-20 


4.5804737-20 


F' 


- 4 a'C 1" 


8.2919684- 


-20 


8.2919684-20 



With the help of these constants it is not difficult to find 
the values of the factors A to F for any latitude. If the distance 
s is given in meters these factors may be taken from Table II, 
at the end of the book, this table being an abridgment of the 
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Coast Survey tables referred to (and corrected to agree with 
the U. S. legal meter of 39.37 inches). 

72. The Clarke Solution. This solution of the problem (Art. 
64) is adapted to greater distances than the previous one, beii^ 
sufficiently precise for the longest lines (say about 300 miles) that 
could ever be directly observed. It has the advantage of beii^ 
reasonably convenient in use, even without specially prepared 
tables, but requires not less than nine place logarithms for close 
work, on account of the size of the numbers involved. In this 
method the azimuthal angles are used in the computations 
instead of the azimuths themselves. The azimuthal angles 
(shown in Fig. 34, page 108, and expl^ned at end of Art. 68), 
are the angles (at the stations) inside the polar triangles which 
are formed by the nearest pole and the two stations, the relation 
to the corresponding azimuths being always self-evident. The 
formulas used in this solution (taken from Appendix No. 9, 
Report for 1885, U. S. Coast and Geodetio Survey, but modi- 
fied in form) are as follows: 

Let ^ = the known latitude at the first station ; 
,1 = the known longitude at the first station; 
a = the known azimuthal angle at the first station; 
<j>' = the unknown latitude at the second station; 
X' = the unknown longitude at the second station; 
a' ^ the unknown azimuthal angle at the second station; 
a -= the known distance between the stations; 
6 = the angle between terminal normals; 
1^ = auxiliary azimuthal angle at second station; 
Ji = X' — X = difference of longitude; 
J(p =^' — ^ = difference of latitude; 
Y = 90° — ^ = colatitude at first station; 
N = normal (to minor axis) at first station; 
R = radius of curvature of meridian at middle latitude; 
i{<l> + 4>') = middle latitude. 



From Art, I 



»- „ ■,,.... , R-,- 



a(l-f) 



"(l-e^sin^^)!' [1 - (^ BinHW + ^')1'' 

Then 



"ffanl" \.6(1 



r? 1"\ 
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But if 8 is not over about 100 miles we may write with ample 
precision 



N sin 1"* 

In either case a and N must be in the same unit, and is obtained 
in seconds. If the second tenn is used in finding 6 the approx- 
imate value of d is used in that term. The value of thia second 
term is always extremely small. Then 



W-^)) 



•2 cos^ sin 2a, 



in which ^ is obtained in seconds and is always a very small 
quantity; 

„ sinUr-d) ^ a 
tan P =. ■ '.)' ■ , „; cot -s, 

. cos Mr— 8) ^ a 1 

tan Q = — /;' , ~ cot ^, 
. cosi iy + d) 2' 

from which values 

a' = P + Q — li= azimuthal angle at second station; 

AX=Q -P; 

k' = X + JX = longitude at second station. 

The difference of latitude is found from the formula 



AA. - s / Bmi{a'+X,-a) \ r 



/ sin' 1" 
I 12 



in which J0 is obtained in seconds, and in which s and B must 
be in the same unit. Then 

if)' = ^ + Jip = latitiide at second station. 

It must be noted, however, that the ^4> formula requires the 
use of R for the middle latitude, which is not known until ^<l> 
is found. ^^ must therefore be found by successive approximation 
— that is, an approximate value of R must first be used to obtain 
an approximate value of ^0, a greatly improved value of R thus 
becoming available to find a much closer value oi ^4>, and so on. 
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A few trials will soon give a value of R which is conaistent with the 
value of ^' to which it leads. As with the Puissant formulas, 
both north and south latitude are to be taken as positive, west 
longitude as positive and east longitude as negative, and trig- 
onometric functions used with their proper signs. The constants 
which enter into the above formulas have tlie following values; 



Quantity. 


Log. 






Quantity. 


Log. 


a (metric) 


6.8047033 




a(l 


- eS) (metric) 


6,8017537 


a (feet) 


7.3206875 




o(l 


- .2) (teet) 


7.3177379 


(^ 


7.8305026- 


-10 




(l-«") 


9.9970504-10 


e^ sin^ 1" 


6.4264506- 


-20 




sin 1" 


4.6855749-10 


6(1 - e2) 


e' Bin 1" 


1.9169671- 


-10 




sin^ 1" 


8.2919684-20 



4(1 -e2) 



12 



When the distance is so great^that the Clarke solution is not 
satisfactory, resort must be had to more direct solutions, requiring 
at least ten place logarithms. The solutions by Bessel (1826) 
and Helmert (1880) are of this character. 

73. The Inverse Problem. In this ease the latitude and 
lon^tude are known at each of two stations, and the problem 
is to find the connecting distance and the mutual azimuths. 
The solution may be effected with either the Puissant or the 
Clarke formulas. 

By the Puissant Formtdas. There are several ways of 
securing the desired result; the one here given is chosen on 
account of its directness and simplicity. By transforming and 
combining the formulas in Art. 71, omitting terms which are 
too small to be appreciable, and writii^ x and y for the resulting 
values, we have 

(JX) cos (A' 
3sma=jf= J — ^; 



8 cos « = a;: • 



from which we obtain 



- ^ and s = - 



:.vGoo<^Ic 



COMPUTING THE GEODETIC POSITIONS 



The closest value of s is obtained from the fraction whose numer- 
ator is the smallest. Then, from Art. 71, 



^a^ 



-[(J^)8inJ(<^+^')- 



. + {JJ)3-F , 



cos i(J0) 

Aa (for 15 miles or less) = — (iA) sin i(^+^'), 
and in either cas^ 

a' =a + Ja + 180°. 

Either station may be called the first station, so that the problem 
may be worked both ways as a check, if desired, in which case 
J« need not be computed at all. As in Art. 71, the values 
■ia, J^, and JA are expressed in seconds, and s will be in the 
same unit as that on which the factors A, B, etc., are based. 

By the Clarke Formulas. In this method the desired values 
are found by successive approximation. The Puissant method 




Fia. 37. 

is applied first, therefore, to obtain es close an approximation 
as possible to begin with. The approximate values of s and <x 
(changed to the azimuthal angle) are then substituted in the 
Clarke formulas, calling either station the first .station, and com- 
puting the latitude and longitude for the second station. The 
computed values will usually disagree a small amoimt with the 
known latitude and longitude of the second station, and a new 
trial has to be made with s and a slightly changed, and so on 
until the assumed values of s and <i satisfy the known con- 
ditions. The disagreement to be adjusted is always very small, 
and when all the circumstances are known it is not difficult to 
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judge which way and how much to modify s and a to remove 
the difficulty. Referring to Fig. 37, let the lines NS represent 
meridians, the line CB a parallel of latitude, and A and B the 
points whose latitude and longitude are known. With the assumed 
distance a and the assumed azimuthal angle a suppose, for 
instance, that the computation gives us the point B' instead 
of the desired point B. We then have 

BC = error in longitude in seconds of arc; 

B'C = error in latitude in seconds of arc; 



BB' (in seconds) = V BC^ + B'C^; ■ 

b = BB' in distance = (BB')R ein 1" (approximately); 

tan CB'B = ~; 

BB'D = 180° -a' -CB'B; 

I BB'D = B'D = approximate error in the assumed value 
for distance s; 



assumed value of angle a. 

74. Locating a Parallel of Latitude. For marking bound- 
aries, or other purposes, it often becomes desirable to stake out 
a parallel of latitude directly on the ground. Pointe on the 
parallel are most conveniently found by offsets from a tangent 
(Art. 69). Thus in Fig. 38, ABD is a tangent from the point 
A, and ACP is the corresponding parallel; the point C on the 
parallel, for instance, is determined by the offset BC and the 
back-azimuth angle SB A. It is seldom desirable to run a tangent 
over 50 miles on account of the long offsets required; if the parallel 
is of greater lei^h it is better to start new tangents occasionally. 
The computations may be made by either the Puissant (Art. 
71), or the Clarke (Art. 72) formulas, which are much simplified 
by the east and west azimuths. Using the Puissant formulas, 
substituting 90° (westward) or 270° (eastward) for «, and omitting 
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inappreciable terms, we have with great precision for a hundred 



J^ (in seconds) = -s2.C, 



JX (in seconds) = 
whence 

J(f> {in linear units) = 



f running IT, + 1 
\ running E, — J 



-(«2.C)flsin!" = - 
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1 1 
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Fig. 38. 

in which either formula may be used as preferred, and in which ' 
all linear quantities must be taken in the same unit. The 
expressions for N and R are given in Art. 69. For the change 
of azimuth we have 

. [ N. hemisphere, - 1 , 

Ja (m seconds) = f „ ,, , \\{Aa)s\ 



or for the field work (within one-tenth of a second), 

\{A)) sini0. 



... 1 ^ I N. hemisphere, - 

Ja (m seconds) = ( „ u , i 

[b. , + j 



It is seen from- the above formulas that the offsets (in seconds 
or linear units) may be taken to vary directly as the square of 
the distance, and the change of azimuth directly as the change 
of longitude. 

In actual practice the point A may have to be located, or 
may be given by description or monument; in either case the 
latitude and meridian at A are determined by astronomical 
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observations, and the tangent AB (or a line parallel thereto) 
run out by the ordinary method of double centering. At the 
end of the tangent the computed value of the back azimuth 
should be compared with an astronomical determination; in 
the writer's experience on the Mexican Boundary Survey with 
an S-inch repeating instrument (with striding level), and heliotrope 
sights ranging in length from 6 to 80 miles, the back-azimuth 
error was readily kept below one-tenth of a second per mile, 
regardless of the number of prolongations in the line. The 
conditions met with in the survey referred to are illustrated 
in Fig, 39, which shows also the adjustment made for back- 
azimuth error. The boundary line was intended to be the parallel 
of 31° 47', but according to treaty all existing monuments had 
to be accepted as marking the true line. The astronomical 
station was conveniently located, and proved to be slightly south 
of the desired parallel, which in turn passed south of the old 
monument L. When the last point on the tangent was reached 
the back azimuth measured less than the theoretical value, 
indicating that the tai^ent as staked out swerved slightly to 
the south from its original direction. Assuming all corresponding 
distances on tangents and parallels to be equal and the azimuth 
error to accumulate uniformly from A to d, 

Let E = azimuth error at d; 
Eb = azimuth error at 6; 
then 

Et = ^E: dD = '^Esial"; bB=~EBinl"; 
Ad ' 2 ' 2Ad 

Df = 4^ (linear) for AD; BC = A^ (linear) for AB; 

dM and AL are known by measurement; 

FG =CH ^ AL; 

GM =dM -dD -DF - AL; 

,.LH ^..Ab 

Hn^'^^Xd- 

Hence for any point F, no the adjusted boundary, we have 
hP - hB + BC + CH + HP. 
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75. Deviation of the Plumb Line. There is always more or 
less uncertainty at any station as to the plumb line hanging 
truly vertical, or normal to the surface of the spheroid; it is 
not uncommon for the deviation to amount to 10 or more seconds 
of arc, with occasional values of 15 to 30 seconds. This fact 
is forced' on our notice in a number of ways; if, for instance, 
the computed latitudes and longitudes of the stations in a triangu- 
tation system are tested by astronomical observations, the dis- 
crepancies are often greater than caji be charged to either 
determination; if a parallel of latitude is staked out and tested 
astronomically at different points, the same discrepancies appear. 
By a proper combination of geodetic and astronomical measure- 
ments involving a number of stations, the probable deviation 
at each station and the probable errors in the latitude and loi^- 
itude determinations can be computed. Astronomical and 
computed azimuths disagree for the same reason, and require 
similar adjustment. In moderate sized triangulation systems, 
such as are likely to engage the attention of the civil en^neer, 
adjustments of this kind are rarely called for; but in extended 
systems astronomical latitudes, longitudes, and azimuths are 
taken at many stations, in order that such adjustments may be 
made. 
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CHAPTER VI 
GEODETIC LEV^ELINO 

76. Principles and Methods. Leveling; is the operation of 
determining the relative elevations of different points on the 
surface of the earth. By relative elevatio?i is meant the difference 
of elevation between any two points compared. The absdvie 
elevation of a point is its elevation al»ove some particular point 
or surface of reference, mean low water, for instance; in geodetic 
work elevations are commonly referred to mean sea level. A 
level line is a tine having the same absolute elevation at every point- 
By geodetic leveling is meant that class of leveling in which extra 
precision is sought by refinement of instruments and methods. 

Three principal methods are available for determining dif- 
ferences of elevation, (A) Barometric Leveling, (B) Trigoniyrmlric 
Leveling, (C) Precise Spirit Leveling. Barometric leveling, based on 
determinations of atmospheric pressure, ia briefly treated below 
on account of its usefulness in reconnaissance work. Geodetic 
leveling is generally understood to mean either trigonometric 
leveling, based on vertical angles (corrected for curvature and 
refraction), or precise spirit leveling, which differs from ordinary 
spirit leveling only in the refinement of its details. 

77. Determination of Mean Sea Level. By mean sea level is 
meant the average elevation of the surface of the sea due to 
its continuous change of level; and not, as might be supposed, 
the mean elevation of its high and low waters. In order to 
average out the irregularities due to winds and other causes 
the observations at any point should extend over a period of 
several years. Further, since tidal variations are relatively large 
during a lunar month, only complete lunations can be allowed 
in the reductions; if any storm period, for instance, is rejected 
on account of its excessive irregularities, that entire lunation 
must be reject€d. 

Observations of the varymg elevation of the surface of the 
sea are best made by means of automatic tide gauges. An 
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automatic or self-registering tide gauge consists essentially of 
a well made clock and attached mechanism, by which a sheet 
of paper is drawn continuously past a pencil point which is moved 
crosswise of the paper by connection with a float; a rising and 
falling curve is thus traced on the paper, in which the ordinate 
of any point shows the elevation of the water at the time indi- 
cated by the corresponding abscissa. The float moves up and 
down in a vertical box admitting water only through a small 
openii^ in the bottom, which practically prevents oscillation 
of the float by wave action. A catgut cord or fine wire connects 
the float with the pencil through a suitable reducing mechanism. 
Pin points are often arranged to prick the even hours on the 
paper. The clock is often designed to run a week without 
rewinding, and the paper to last a month without changing. 
A scale of one inch per foot and i of an inch per hour makes 
a very good record. 

A staff tide gauge is always placed as near as possible to the 
automatic gauge, and its zero point connected by accurate 
leveling with a permanent bench mark near by. At least once 
a week the attendant carefully raises and lowers the float so that 
the pencil of the automatic gauge will mark the true direction 
of the ordinates at that time; and near the ordinate thus made 
he records the date, the staff reading, and the clock reading and 
error. The attendant's visits should be so timed that his staff 
readii^^ will be alternately near high and low water, thus fur- 
nishing scales for different parts of the sheet that wUl practically 
neutralize errors due to stretching or shrinking of the paper or 
float connections. Hourly ordinates are drawn on all the records 
obtained at a station, and the average value of these ordinates 
is taken as the staff readii^ of mean sea level at that station. 
The relation of the permanent bench mark to the zero of the 
staff having been determined, as previously described, the ele- 
vation of the bench mark with reference to mean sea level becomes 
known, and furnishes the basis of the precise level lines that 
are extended to inland points. 

A, Barometric Levelinq 

78. Instruments and Methods. The instruments available 
are the familiar types of aneroid and mercurial barometers. 
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The mercurial barometer is the standard mstrument for indicating 
atmoBpheric pressure, but lacks the aneroid's advantage of 
convenience in portability. The aneroid barometer is decidedly 
inferior to the .mercurial barometer as a pressure indicator, 
but is sufficiently accurate for many purposes, such as recon- 
naissance work. Pocket aneroids (about 3 inches in diameter) 
are found to be as reliable as the larger sizes. Aneroids are 
intended to read the same as mercurial barometers under the 
same conditions, being compensated for the effect of tempera- 
ture on their own construction; they are not compensated for 
the effect of temperature on atmospheric pressures. The aneroid 
requires careful handling, should be kept in its case at all times 
and away from the heat of the body, should be read in the open 
tur and in a horizontal position, and should be gently tapped 
when reading to overcome any friction amoi^ its moving parts. 

If all the conditions were the same at two different stations, 
the difference in atmospheric pressure would correspond to the 
difference in altitude; for points not over about 100 miles apart 
the conditions may be assumed to be nearly the same at the same 
time in ordinary calm weather. Two barometers are necessary 
for good work, the office barometer which is kept at the reference 
station, and the field barometer, which is carried from point 
to point. If the office barometer is an aneroid it must be stand- 
ardized, that is, adjusted by the small screw at the back until it 
reads the same as a mercurial barometer. During the period of ob- 
servations the office barometer and attached thermometer are read 
at regular intervals (about 15 or 30 minutes), so that by inter- 
polation the readings are assumed to be known for any instuit. 
The time and temperature are recorded whenever a field reading 
is taken, so that comparison may be made with the office 
readings for the same tune. If the field barometer is an aneroid 
its readings will need correction for initial error and inertia. 
Before starting out to take readings with the field barometer 
it is compared with the office barometer and any difference is 
its initial error, which will affect all its readii^ to the same 
extent. On returning to the office after one or more observations 
the field barometer is again compared with the office one, and 
the amount by which the initial error has changed is called 
the inerUa error; this error is distributed amoi^ the different 
■ readings in proportion to the elapsed time. 
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79. The Computations. The complete barometric fonnula 
(for which see Appendix No. 10, Report for 1881, U. S. Coast 
and Geodetic Survey) is very complicated and the smaller terms 
are generally omitted in ordinary work. Assumii^ all readings 
reduced to the standard of the office barometer, 

Let H = elevation in feet of the office barometer above a 
plane corresponding to a barometric pressure of 
30 inches for dry air at a temperature of 50° F. ; 

h = the same for the field barometer; 

B = readily; of office barometer ia inches; 

6 = corrected reading of field barometer in inches; 

( — Fahrenheit temperature at office barometer; 

C ™ Fahrenheit temperature at field barometer; 

C — correction coefficient for mean temperature — s— for 
average conditions of humidity; 

«=■ difference of elevation of the two barometers in feet; 

then we have, nearly, 



z = (h -H)il +0, 



in which H and h may be obtained from Table III, and C from 
Table IV opposite {( + I'). 

Exampie. In the following table the Geld observations were taken with 
an aneroid and require the corrections described above. 

FiiLD NoTBS AMD Bbduotionh, Mit 17, 1910. 



Sttttioa. 


Time. 


Barom. 


Temp. 


Initial 

Corr. 


Inertia 

Corr. 


Corr. 


A 


8.00 i.M. 


20.124 


73° F. 


+0.040 




+ 1" 


B 


11.10 &.H. 


28.247 


70° F. 


+ 0,040 


-0.006 


+ 1° 





1.30p.m. 


29.216 


79= F. 


+0.0*0 


-0.011 


+ 1° 


A 


4.00FM. 


29.182 


79° F. 


+0.040 


-0,016 


+ 1° 
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OmoB Noxxs AND RmyvtfnosB, May 17, 1910. 





Office. 


Keld (reduced). 


Difi. Key. 


Eaevadon. 




BBiDm. 


Temp. 


Bafom. 


T«mp. 


A 


29.164 


74° F. 


29.164 


74° F. 




1867 ft. 


B 


2S.179 


76° F. 


28.281 


71° F. 


897 


2764 ft. 





29.189 


79° F. 


29.245 


80° F. 


-55 


1812 ft. 


A 


29.206 


80° F. 


29.206 


80° F. 




18OT ft. 



From Table III (by interpcJ&tion) 



From Table IV (by interpolation) 



851 + 46 = 897 



B9% C = + 0.0667 

- 52 X 0.0667 = - ; 

- 52 + ( - 3) = - I 



80. Accuracy of Baroinetric Work. For exploration, recon- 
naissance, and other classes of work where close results are not 
required, the barometer serves a very useful purpose. For 
stations only a few miles apart, or not differing much in altitude, 
the errors in the determiQations may not exceed a lew feet. 
For long distances or large differences in altitude the results 
are very disappointing, notwithstanding that the utmost refine- 
ments of theory and practice are employed, and daily readings 
averaged for a number of years. In general the values obtained 
in the heat of the day are too great, and in the morning and evening 
too small; and similarly too great in summer and too small in 
winter. Professor Whitney, in his Barometric Hypsometry, gives 
the results of three years' observations at Sacramento and Summit, 
California, from October, 1870, to October, 1873, in which the 
monthly averse determinations of the difference of elevation 
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varied from 6900 to 7021 feet, the average for the three years 
being 6965 feet; according to rwlroad levelings the true dif- 
ference is 6989 feet. Summit is about 77 miles from Sacramento 
in an air line; the altitude of Sacramento is about 30 feet above 
mean sea level. The example given is a fair illustration of 
the general experience in this class of work, with plus and minus 
errors about equal. The chief source of error in barometric 
work seems to be due to the lack of knowledge of the true 
average temperature of the wr column between the levels of 
any two given stations, the mean of the temperatures themselves 
being only a fair approximation, 

B. Thigonometbic Leveling 

81. Instruments and Methods, Trigonometric levelii^ can 
be done with any instrmnent capable of measurii^ angles 
of elevation and depression, but good work can be done 
only when the angles can be measured with precision. While 
the ordinary smTeyor's transit may read vertical angles only 
to the nearest minute, a fine altazimuth instrument may be 
provided with micrometer microscopes readii^ such angles to 
single seconds. In round numbers a minute of arc corresponds 
to a foot and a half per mile, and a second to three-tenths of an 
inch; with moderate sized vertical angles, such as would usually 
occur in trigonometric leveling, the resultii^ effect in altitude 
is practically the same. It is presiuned that the observer under- 
stands how to adjust and use his particular instrument to the 
best advantage. 

The elevation of a station from which the open sea is visible 
can be determined by measuring the angle of depression to the 
sea horizon. The difference of elevation of two stations whose 
distance apart is known can be determined by measuring the 
angular elevation of one of them as seen from the other, con- 
stitutii^ an "observation at one station," or by measuring the 
angular elevation of each station as seen from the other, con- 
stituting "reciprocal observations." From the nature of the 
case the effects of curvature and refraction are necessarily involved 
in any form of trigonometric leveling. The best results are 
obtained between 9.00 a.m, and 3.30 p.m., during which time the 
refraction has its least value and is comparatively stationary. 
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82. By the Sea Horizon Hetliod. If a station ia so situated 
aa to command a view of the open sea its elevation above the 
surface of the water may be determined by measuring the angle 
of depression to the sea horizon. The advantage of this method 
lies in the fact that no distance is required to be known. Fig. 40 
represents the vertical plane of the measured angle, in which 
A is the station whose elevation is 
desired; SS is sn elliptic arc at the 
level of the sea horizon, but it is here 
assumed to be the arc of a circle; 
AE is a straight line from A tangent 
to the arc SS at the point E or true 
sea horizon; BC (on the vertical line 
AC) ia the radius of the arc SS, and 
is assumed to be equal to the mean- 
sea-level radius of the section for the 
points, the point C being in general 
not at the center. of the earth. E' 
is the false horizon caused by the 
refraction of light; 8 is the apparent 
and C the true angle of depression 
to the sea horizon; and BD is a 
tangent at B. From well known 
geometrical principles the angles 

GAD, ADB, and BCE are equal. Mid the line DC bisects the 
angle at C. 

Let iE = BC = the mean-sea-level radius of the section for 
the point A ; 
C = the true angle of depression = angle at center; 
S = the apparent angle of depression; 
Z = 90° + 5 = apparent zenith distance of sea horizon; 
m = coefficient of refraction; 

ft = AB = elevation of station A above surface of sea; 
then from the ^ure we have 

A = BD tan C, 
n 
BD =R tan ■^■, 




Fig. 40. 



h '=R\,&D. -^tan C; 
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or since C is always a small ai^e (rarely 60') , 



On account of refraction (Arts. 14 and 14o) the observer does 
not sight along the true line AE, but in the direction of the 
dotted line from A, which is tangent to a curved line of sight 
from A to the false horizon E'. The practical result of the 
refraction is to make the measured angle d too small by the 
amount mC, so that 



whence by transposition 

tan2 1" 



in which A and r must be taken in the same unit, and S must 
be taken in seconds. By many experiments the mean value of 
m on the New England coast has been found to be 0.078" if we 
use this value we may write 

In order to secure the best resulte it is necessary to measure 
the azimuth of the plane in which the angle of depression is 
taken, and use the mean-sea-level value of R for this azimuth 
and the latitude of the station. This value may be taken from 
Tables V and VI, or computed as explained in Art. 69. If errors 
which may range up to say about 1 in 300 are not objectionable, 
we may use a mean value of R and write 

, f/ tanS 1" \^1 \ metric, 5.9446244- 10 1 , . , 

'"HlaO^^j^J^ feet, 6.46060S6-loi (^PP™^^"^*-). 
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, [metric, 0.000088 ^^l , . _ 

*=lfeet, 0.000289 ^P'P^™'"'"'^*''' 

Id which 3 must be taken in seconds of arc. 

83. By an Observation at One Station. When the distance 
between two stations is known their difference of elevation can 
be computed if the vertical angle of either as seen from the 
other is measured. The advantage of this method over the 
reciprocal method {Art. 84) lies in the economies due to occupyii^ 
only one station, but the results are not likely to be so good 
on account of the uncertainty in the assumed value for the 




Fio. 41. 

coefficient of refraction. Fig. 41 represents a plane through 
the two stations A and B, taken vertical at their middle lat- 
itude, and assumed to be vertical at both stations; SS is the 
elliptic arc cut from the spheroid, but it is here assumed to be the 
arc of a circle; the radius of the arc SS is taken as the mean- 
sea-level radius of the section at the middle latitude, the center 
C being in general not at the center of the earth; AC and BC 
are drawn to the center C and assumed to be vertical; Z is the 
apparent zenith distance of A as seen from B, and is in error 
by the small angle mC due to refraction. 



:.vGoo<^Ic 



134 GEODETIC SURVEYING 

Let h = AM = elevation of station A above mean sea level ; 
k' = BN = elevation of station B above mean sea level; 
K = MN = mean-sea^level distance between stations 

AsvaAB; 
B = MC = mean-sea-level radius of section at middle 

latitude between A and B ■ 
C = central angle J CB; 

Z = apparent zenith distance of A as seen from B; 
a = 90° — Z = apparent elevation of A as seen from B; 
mC = elevation of line of sight due to refraction ; 



AC + BC 2R-\-h + h' _ tan i (ABC -I- B.1C) 



AC-BC k-W 


tan 


l,(ABC 


-BAC)' 


ABC + BAC - 


180° - 


c, 




tan i{ABC -4- BAC) = tan^90° 


-^y 


'< 




ABC - ISO" 


-z- 


tnC 




BAC- 


z + 


mC- 


C 


ABC - BAC - 180° 


~-a - 


2mC + C 


>,(ABC - BAC) - 90' 


^ -{z^mC ' 


-^). 


tan i(AB(7 - BAC) = mt(z + mC - 


■d- 




2R + h + k- "'2 






1 



tan^ cot{Z-l- mC - 



<i-h' = {2R + h + k') tan^cot^Z + mC --^. 



Expanding tan -x in series, we have' 
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But 


C (in arc) 


~W 


whence 


. C K 


J K= 



Hence by substitution and reduction and the omission of an inap- 
preciable factor, we have 



(z + ™c-^)(i 



= K cotIZ + mC 



h +h' 



12flV 



K 



C (in seconds) ■= yr—. — -j-. , 
^ 'Ram 1" ' 

whence 

or approximately (error seldom over I in 3000) 

k —h' = K coti 2 + (?M — i) o~^ — iT< (approximate), 

= K tan a + (i — wi)^-^ — tti (approximate). 

The value of (A — h') is always found first by the approximate 
formula, after which a closer value may be obtained from the 
complete formula if so desired. ' In these formulas h, h', K, and 
R must all be in the same unit. The coefficient of refraction 
m will average about 0.070 inland, and about 0.078 on the coast. 
The radius if is to be taken for the middle latitude of A and B 
and the approximate aznnuth of the line joining them; this 
value may be taken from Tables V and VI, or computed as 
explained in Art. B9. If errors which may reach or possibly 
exceed about 1 in 500 are permissible we may use a mean value 
of R and write 

, o f metric, 6.8039665 1 , 

•°«^^ feet, 7.3199507 r^^'^^**"«- 
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84. By Reciprocal Observations. When the distance between 
two stations ie known their difference of elevation can be com- 
puted without assuming any particulur value for the coefficient 
of refraction if the vertical angle of each station as seen from 
the other is measured. This result is brought about by assuming 
that the refraction is the same at each station, which is probably 
very nearly true if the observations are made at the same time 
on a calm day, although this is not always done. The advantage 
of this method over the single observation method (Art. 83) 
lies in the increased accuracy of the results. Fig. 42 {as in Fig. 41, 
Art. 83) represents a plane through the two stations A and B, 
taken vertical at their middle latitude and assumed to be 




Fig. 42. 

vertical at both stations; SS is the elliptic arc cut from the 
spheroid, but it is here assumed to be the arc of a cbcle; the 
radius of the arc SS is taken as the mean-sea-level radius of the 
section at the middle latitude, the center C being in general 
not at the center of the earth; AC and BC are drawn to the 
center C and assumed to be vertical; Z and Z' are the apparent 
zenith distances of the stations as seen from each other, each 
angle being assumed equally in error by the small angle mC 
due to refraction. 

Let A = AM = elevation of station A above mean sea level; 
A' = BN = elevation of station B above mean sea level ; 
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K = MN = mean-sea^level distance between stations 

A ondB; 
R = MC = mean-sea-level radius of section at middle 

latitude between A and B; 
C = central angle ACB; 

Z = apparent zenith distance of A as seen from B; 
Z' = apparent zenith distance of B as seen from A; 
a = 90° — Z = apparent elevation of A as seen from B; 
a ' = 90" — Z' = apparent elevation of S as seen from A ; 
mC = elevation of hnes of sight due to refraction; 

AC + BC 2R+h + h' _ tan U^^C + BAC) 
AC -BC^ A - A' tan i{ABC - BAC)' 

ABC + BAC = 180° - C, 

tan iiABC + BAC) = tan(90° - "s) = <^ot 9' 

ABC = 180° - Z -mC 

BAC = 180° - Z' -mC 
ABC -BAC = Z' -Z 

taa i {ABC ~ BAC) = tan J{Z' - Z), 

.0 



cot 7 



1 



taniCZ' -Z) ^ C . ,,„, ' 

: tan -^ tan J(Z' — Z) 

- (2fi + A + A') tan -^ tan i(Z' - Z). 






C (in arc) = 
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Hence by substitution and reduction and the omission of an 
inappreciable factor, we have, 

ft-*'.iCt.„i(Z'-Z)(i + ^/ + 3S,) 

or approximately (error seldom over 1 in 3000) 

k — k' = K tan 4 (Z'— Z) (approximate), 
= K tan 4 (a — a') (approximate) . , 

The value of (ft — h') is always found first by the approximate 
formula, after which a closer value may be obtained from the 
complete formula if so desired. In these formulas h, h', K, 
and R must all be in the same unit. Except for very important 
work the mean value of if as given in Art. 83 is sufficiently precise. 
For very exact results the radius if is to be taken for the middle 
latitude of A and B and the approximate azimuth of the line 
joining them; this value may be taken from Tables V and VI, 
or computed as explained in Art. 69. 

86- Coefficient of Refraction. If the distance between two 
stations is known, the coefficient of refraction m, may be obtained 
as follows: 

1st. It the angular elevation of either station as seen from 
the other ia measured, and the diEEerence of elevation is obtained 
by spirit leveling, we have from Art. 83, 

in either of which expressions it is only neccessary to substitute 
the known values and solve for m. The exact value of if is to 
be used, as explained in Art. 83. 

Bnd. If the angular elevation of each station as seen from 
the other is measued, we have from Fig. 42, page 136, 

Z + mC -C ^ 180" -Z' - mC; 
whence 2mC = 180° ~ Z - Z' + C, 

180° - Z -Z' + C a + a' + C 

and m = ^v, = -r-;^ 
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in which all the angular values must be expressed in the same 
uiiit (degrees, minutes, or seconds). From Art. 83 we have 



C (in seconds) = 



R sin 1" 



in which K and R must be in the same unit. 

The average value of the coefficient of refraction from many 
Coaat Survey observations (Appendix No. 9, Report for 1882), 
ia as follows : 

Across parts of the sea near the coast 0.078 

Between primary stations 0.071 

In the interior of the country 0.065 

86. Accuracy of Trigonometric Leveling. The U. S. Coast 
and Geodetic Survey bas done a large amount of leveling of this 
class in connection with its triangulation work, with sights 
sometimes exceeding a hundred miles in length in mountainous 
r^ons. The best results are obtained by reciprocal observations, 
taken on a number of different days so as to average up the 
atinoepheric conditions. When the work is conducted in this 
maimer on lines not over about 20 miles in length the probable 
error may be kept down to about one inch per mile. When the 
Hues exceed about 20 miles in length it is necessary to take a 
great many observations under especially favorable conditions to 
secure good results. In order to prevent an accumulation of 
errors in the elevations determined by trigonometric leveling, 
connection is made at various points with precise-level bench 
marks, and the trigonometric leveling is adjusted to fit the precise 
leveling between these points. 

C Precise Spibtt Leveling. 

87. Instrumental Features. The instruments used for precise 
leveling are the same in principle as the various types of engineers' 
levels, the essential feature being a telescopic line of sight and 
a spirit level (detachable or fixed) to determine its horizontality. 
Engineers' levels are designed to be as rapid and convenient 
in use as possible, consistent with the requirements of engineering 
work. Precise levels are designed to attain the highest possible 
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degree of precision in the work which is done with them. Such 
instruments are made in various forms, two of which are shown 
in Figs. 43 and 44 and described in Arts. 89 and 90. Certain 
featiu'es are more or less common to all types of precise level, 
A rigid construction and the highest grade of material and 
workmanship are demanded. Especial care is taken to make 
the line of coUimation true for all distances. The telescope is 
made inverting (the increased illumination permitting a higher 
magnifying {wwer), and has three horizontal hairs (as equally 
spaced as possible) whose mean position determines the line of 
sight. The convenience of having the line of sight at right 
angles to the vertical axis of the instrument is abandoned in 
order to place a delicate control of the position of the bubble 
in the hands of the observer; this is accomplished by pivoting 
the telescope near the object-glass end, and providing a fine 
screw motion near the eyepiece end, so that the inclination of 
the telescope can be changed as desired. Such a screw is commonly 
called a micrometer screw because it was originally provided 
with a graduated head for measuring the value of small changes 
of inclination. The level vial is placed above the telescope, 
and a mirror or other means provided to enable the observer 
to see the bubble at the moment of taking an observation. A 
sensitive bubble is used, one division corresponding to about 
1 to 3 seconds of arc (against about 20 seconds in the ordinary 
wye or dumpy level). The level vial is chambered, permitting 
the observer to adjust the bubble to its most efficient length, 
and is so mounted that it is free to expand and contract. The 
instrument is supported on three pointed leveling screws resting 
freely in V-shaped metal grooves on the tripod head. Such 
an instrument is leveled by setting the bubble parallel to a pair 
of leveling screws and bringing it to the center by turning that 
pair of screws equally in opposite directions, then tumii^ the 
bubble in line with the remaining leveling screw and bringing 
it to the center with that screw alone; then turn the instrument 
180° on its vertical axis, and if the bubble moves from the center 
bring it half way back by the micrometer screw of the telescope 
and relevel both ways as before; when the bubble will stay within 
a few divisions of the center all the way around the leveling 
is satisfactory, as the precise leveling of the line of sight is accom- 
plished with the micrometer screw while taking the observation. 
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The tripods used with these instruments must be strong and rigid. 
Rods of special pattern and metallic turning points, as described 
in Art, 91, are used in this class of work. 

88. General Field Methods. In order to secure a high degree 
of precision in leveling the greatest care is required in the field 
work and methods. Five sources of error have to be guarded 
against, namely, errors of observation, instrumental errors, 
curvature and refraction errors, atmospheric errors, and errors 
from unstable supports. 

Errors of observation are kept as small as possible by care 
on the part of the observer; by keeping the rods plumb; by 
using a proper length of sight, 100 meters or about 300 feet 
beii^ suitable for average conditions; by comparing at every 
sight the two intervals furnished by the readings of the three 
wires, any material disagreement (more than 2 millimeters) 
denoting an erroneous reading; by the fact that each pointii^ 
is taken as the mean of the three wire readings; and by the 
further fact that every line is run in duplicate in the reverse 
direction and a limit set on the allowable discrepancies. 

Instrumental errors are kept as small as possible by keeping 
the instrument in good adjustment; by determining the instru- 
mental constants with care and applying the corresponding 
corrections when necessary; by using a program of observations 
adapted to the type of instrument used, so as to eluuinate the 
instnmiental errors as far as possible; by making the length 
of each foresight nearly equal, if possible, to that of the corre- 
sponding backsight; by balancing any extra long or short fore- 
sight by a similar long or short backsight elsewhere, and vice 
versa; and by keeping the sum of the lengths of the foresights 
as nearly equal as possible to the sum of the lengths of the back- 
sights, with suitable corrections for the net difference. If the 
foresights and backsights were all exactly equal no correction 
would be required for instrumental errors. The effect of the 
various instrumental errors is to give the line of sight an inclina- 
tion with the horizontal. The value of the inclination becomes 
known through the instrumental constants, as explained later. 
The required correction in elevation is found by multiplying 
the net difference in length of sights by the sine of this incli- 
nation. 

Curvature and refraction errors exist in every line of sight. 
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as explained in Art. 14, but are obviously eliminated if the 
foresights and backsights are kept equal. If these sights are 
kept nearly balanced, as explained in the previous paragraph, 
and a suitable correction made for the net difference, the effects 
of curvature and ordinary refraction are practically reduced to 
zero. The correction which is made is the value of the curva- 
ture and refraction for the net difference in the lengths of the 
foresights and backsights. The net difference should be kept 
so small that no such correction may be necessary, but if required 
it can be taken from Table VII or computed as explained in 
Art. 14. 

Atmospheric errors are those due to an actual unsteadiness 
of the rod or instrument, caused by the wind; an apparent 
unsteadiness of the rod, caused by heated air currents, commonly 
called heat radiation; an irregular vertical displacement of the 
line of sight, caused by variable refraction; and the dbturbance 
of the relation between the line of sight and the axis of the bubble, 
caused by unequal expansion and contraction of the different 
parts of the instrument. Moderate winds do not prevent good 
work, especially if wind shields are used around the instrument; 
but when the wind reaches about eight miles an hour it becomes 
impracticable to do first class work. When the rod becomes un- 
steady through heat radiation it becomes necessary to decrease 
the length of the sights in order to read the rod satisfactorily, but 
the increased number of sights increases the probable error of 
the result; if it becomes necessary to decrease the length of sight 
below 50 meters, or about 150 feet, it is not advisable to continue 
the work. Refraction is nearly stationary and has its least 
value between about 9.00 a.m. and 3.30 p.m., but during this 
period heat radiation is apt to be very troublesome; outside 
of these hours the refraction may be very variable. The result 
is that in perfectly clear weather the best class of work is only 
possible during a few hours of the day. In order to guard against 
unequal expansion and contraction the instrument is protected 
with a large sunshade (umbrella), and never exposed to the direct 
rays of the sun either while in use or while being carried to a new 
set-up. 

By the errors from unstcAle supports are meant the errors 
caused by the instrument or turning points changing their eleva- 
tions slightly between readings. It is shown by experience that 
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either rising or settling may take place, though settling is the 
most common. If the instrument settles between the backward 
reading and the forward reading the final elevation will be too 
high; the same result will occur if the rod settles between the 
forward reading and the backward reading on it. Errors of this 
class are kept as small as possible by planting the instrument 
firmly; by using well driven metallic turning points; by taking 
both readings from each set-up with as little intermediate delay 
as possible, using two rodmen for this reason as well as the savii^ 
of time; by reading the back rod first for every other set-up, 
and the fore rod first for the intermediate set-ups; and by duplicat- 
ing each line In the opposite direction, and correcting for half 
of the discrepancy. 

Certain field methods have been discarded, after years of 
extensive use, because the results have not proven as satisfactory 
as by other methods. Among these may be mentioned methods 
involving computations based on readings of the micrometer 
screw. The best results are obtained when all the observations are 
taken with the bubble in the center, the micrometer screw being 
used simply as the means of keepii^ it there. Another unsatis- 
factory method is the running of so-called simultaneous lines, 
in which readings are taken at each set-up to the turning points 
of two separate lines, as a substitute for running duplicate lines 
in opposite directions. 

89. The European Level. An instrument of this form, but 
of American manufacture, is illustrated in Fig. 43 (page 141). 
The European type of instrument is essentially a wye level, 
in which different makers have followed ithc same general 
design, but with modified details. The telescope may be rotated 
in the wyes or' lifted from the wyes and reversed. The level 
is separate from the mstrument, being an ordinary striding 
level with the. addition of a movable mirror over the bubble; 
by holding the eyes in a vertical line the image of the bubble 
may be seen with one eye while the rod is seen through the tele- 
scope with the other eye, the bubble being kept in the center 
with the micrometer screw while the observation is being made. 
The magnifying power is about forty-five diameters. Besides 
the above special features the instrument has all the general features 
of a good instrument, as described in Art.S7. With this type of 
level there are three so-called constants and two adjustments. 
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89a. Constants of European Level. The three constants of 
this instrument, which should be examined at least once a year, 
are aa follows: 

1. The an^uUir val-ue of one rftwision of the bubbh, meaning the 
change in inclination which causes the bubble to shift its position 
by one division on the bubble scale. Modem level viala are 
ground so nearly uniform in curvature that it is customary to 
measure the change of inclination for the whole run of the bubble, 
dividing by the number of divisions through which the bubble 
moves to obtain the average value of one division. By the posi- 
tion of the bubble, or the movement of the bubble, is meant the 
position or the movement of its central point; the ends of the 
bubble are constantly changing their position on account of the 
changing length of the bubble, but the center remains stationary 
as long as there is no change of inclination. Bubble tubes are 
sometimes graduated from one end, but more frequently both 
ways from the center, in which case the divisions one way from 
the center are called positive and the other way negative. The 
reading of the center of the bubble is the algebraic mean of its 
two end readings. The movement of the bubble between any 
two positions is the algebraic difference of its two center readings. 
The practical operation of finding the value of one division is as 
follows: Level up the instrument with the striding level in place, 
and have a leveling rod held at a fixed point at a known distance 
of about 200 feet. Turn the micrometer screw until the bubble 
comes near one end of its nm, note each wire reading on the rod 
as closely as possible, and each end reading of the bubble to the 
nearest tenth of a division. Run the bubble to the other end 
of the tube and note the rod and bubble readings for this posi- 
tion. Take a number of readings in this way at both ends, with 
the bubble in slightly different positions so as to obtain unbiassed 
values. Compute the position of the center of the bubble for each 
reading, then the average of the center readings for each end of 
the run, and then the movement corresponding to these average 
centers, which will be the average movement of the bubble. 
Subtract the mean of the lower readings from the mean of the 
upper readings on the rod for the averse movement of the line 
of sight, which divided by the distance times the sine of 1" will 
give the average change of inchnation in seconds of arc. The 
angular value of one division of the bubble in seconds will be this 
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avenge change of inciination divided by the average movement 
of the bubble. In this process the rod readings and the dis- 
tances must be expressed in the same unit. In the following 
example illustratii^ the above principles the bubble tube is 
graduated each way from the center and a metric rod is held 70 
meters from the instrument. Each recorded rod reading is the 
average of the three wire readings. 

EXAKFLE. — AkQULAB ViLVS 07 OnTS DIVISION 07 BtTBBI^ TtTBB 



Looking Up. 


1 Looking Down. 


Rod. 


Bubble. 


Rod. 


Bubble. 1 


Left. 


Right. 


Center. 


Left. 


Right. 


Center. 


1.6246 


-38.9 


+ 3.1 


-Ifl.9 


1.5000 


-1.5 


+ 37.8 


+ 18.2 


1.5240 


-36.1 


+ 2.8 


-16.7 


1.5005 


-1.7 


+ 36.7 


+ 17.5 


1.5245 


-30.0 


+ 2.0 


-17.0 


1.6010 


-2.0 


+36.4 


+ 16.7 


1.5250 


-35.6 


+ 1.1 


-17.3 


1.5005 


-1.4 


+ 35.9 


+ 17.2 


1.B245 


-35.8 


+1.8 


-17.0 


1.5005 


-1.6 


+ 36.7 


+ 17.1 


7.6225 


Sums 


-84.9 


7.5026 


Suma 


+ 86.7 


1.5245 


Means 


-16.98 


1.5005 


Means 


+ 17.34 


Bin 1"= 0.000004ft 
70XsinI"-0.0003383 


48 

".72 
r.72 


1.5245 


diffSe^"t 


-16.98 


0.0240 


34.32 


0.204 
Chang 


w-^o.ooo 

'e of incUi: 


33936= 7( 
atioD-7t 


Angnlor 


0".72^34.32 = 2".06 
value of one diviflion-2". 1 



2. The itiequality of the pivot rings, meaning the angle between 
the line joining the tops of the pivot rings (the telescope collars 
that rest in the wyes) and the center line of these rii^. This 
angle would of course be zero, if there were no inequality in the 
size of the rings; but a small angle generally exists, due usually 
to unequal wear. It follows that when the tops of the rings are 
in a level plane, as indicated by the striding level, the line of 
sight or center line of the rings must be inclined to the horizontal 
to the extent of this angle. In order to determine this value 
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the instrument is approximately leveled, and clamped on its 
vertical axis. Bubble readings are then taken with the telescope 
direct and also when reversed end for end in the wyes. If the 
striding level and telescope were reversed together (as one piece) 
the movement of the bubble would measure twice the angle 
between the axis of the bubble and the bottom line of the pivot 
rings. If the striding level were in perfect adjustment (axis of 
bubble parallel to line of feet) this would mean the same thing 
as twice the angle between the top line and bottom line of the 
rings, or four times the pivot inequality (angle between center 
line and tops of rings). The stridii^ level is seldom in perfect 
adjustment, but its error is eliminated by taking its average 
reading for its direct and reversed positions for each position 
of the telescope. The telescope is generally reversed a number 
of times and the average result taken. It is found in practice 
that the inclination of the telescope is liable to be changing 
during the progress of the observations, and thus lead to erroneous 
conclusions. Readings are therefore not only taken for alternate 
positions of the telescope, but the last position is made the same 
as the first portion; the assumption is then made that the mean 
of the direct sets and the mean of the reverse sets correspond 
to the same instant of time. When the pivot inequality is 
obtained in bubble divisions its angular value is found by multiply- 
ing this result by the angular value of one division of the bubble. 
In the foUowii^s example illustrating the above principles the 
level tube is graduated both ways from the center, and is called 
direct with the marked end towards the eyepiece. 

It will be noted in this example that the average effect 
of reversing the telescope (from eye-end left to eye-end right), 
is to cause the bubble to move to the right or towards the eye- 
end, showing the eye-end ring to be larger than the other ring 
which it replaces; when the tops of the rings are in a level plane, 
therefore, as indicated by the striding level, it follows that the 
line of sight (center line of the rings) must look up. If the tele- 
scope looks up it will cause the final elevation to be too low for 
an excess in the foresights and too high for an excess in the back- 
sights, and vice versa when the telescope looks down. The 
amount of the correction required will be equal to the excess 
distance multiplied by the angular inequality of the pivots and 
by the sine of 1". 
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Telescope. 


■ Level. 


Bublje Readings. 1 


Left. 


Right. 


Left. 


Right. 


Eye-end left 


Direct 

Reversed 


- 26.6 

- 28.0 


+ 23.7 
4- 22.4 






" right.... 


Direct 

Reversed 






-24.0 
-25.4 


+ 26.6 

+ 2S.0 


" left 


Direct 

Reversed 


- 26.9 

- 28.4 


+ 23.8. 

+ 22.4 






" right.... 


Direct 

Reversed 






-24.2 
-25.8 


+ 26.8 

+ 25.2 


■' left 


Direct 

Reversed 


- 27.2 

- 28.6 


-f 24.1 

+ 22.8 






Sums 


-165.7 


+ 139.2 


-99.4 


+ 103.5 


HeauB 


- 27.62 


+ 23.20 


-24.85 


+ 25.88 


Center of bubble 


-2.21 


+0.52 1 


Eye-end ring hagfi 


Bubble moTes to right -3 


73div. 1 


Telescope looks up 


Inequality of pivota - -0.68 " 1 


0.68X2".I-1".428 




...... 



3. The angular value of the wire interval, meaning the ratio 
between the solar focus or principal focal length of the objective 
and the distance between the outer cross-hairs. The telescope 
may be regarded as set for a solar focus whea it is focussed on any 
distant object. 

Let D = unknown distance between level rod and vertical 

axis of level ; 
S =■ corresponding rod intercept between outer cross-hairs; 
d = a known distance from axis of level; 
s = corresponding intercept; 

/ = distance from cross-hairs to objective Cor solar focus; 
c = distance from vertical axis to objective for solar focus; 
i = distance between outer cross-hairs; 

A = -= angular value of wire interval; 
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then, from the theory of stadia measurements, 

• A -L _<LiJJ±± 

D =A.S + (/+c), 

in which formulas D, S, d, s,f, and c must all be taken in the same 
unit. The field work of finding A constats in focussing on a 
distant point and measuring on the telescope the values of / 
and c; then measure a distance of about 100 meters or about 300 
feet from the vertical axis of the instrument, and take the rod 
readings at this point {with the instrument leveled) for the upper 
and lower hairs; the intercept s of the formula is the difference 
of these readings; then substitute the values d, s, /, and c in the 
formula for A. The value of A may nm from about 100 to about 
300, the instrument maker usually setting the hairs as near as 
possible tor an even hundred. With the value of A known and 
the recorded rod readings a simple substitution in the formula 
for D at once gives the distance between the instrument and cor- 
responding turning point. Since the corrections for instrumental 
errors are only applied to the excess distance between foresights 
and backsights, a running total is kept of the corresponding 
wire intervals, and the formula for D applied to this excess interval 
only, omitting the small constant (f+c). 

89b. Adjustments of European Level. The two adjustments 
of this instrument, which should be examined daily, are as follows: 

1. The colUmation adjustment, meaning the adjustment of 
the position of the ring that carries the cross-hairs so that the 
actual line of sight (as indicated by the mean position of the hairs) 
shall coincide with the true hoe of sight or center Une of the rings. 
This adjustment is made by leveling up the instnunent and sight- 
ing at a rod {about 100 meters distant) with the telescope both 
direct and inverted. If the mean of the three wire readings is 
not the same in each case the reticule b moved in the apparent 
direction needed to correct the error and an amount equal to 
half the discrepancy. It is essential that the instrument be 
perfectly leveled for each reading. When the discrepancy is 
brought down to about two millimeters it may be considered 
satisfactory, as it is easy to apply a correction for the residual 
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error, or the error may be eliminated by the method of observing. 
The collimation error is the at^ular amount by which the 
actual line of sight (determined by mean position of cross-hairs) 
deviates from the center line of the rings. The collimation error 
only affects the excess distance, like all the other instrumental 
errors. 

Let C = collimation correction for excess distance D; 

D = excess distance between backsights and foresights; 
c = collimation error; 
d = a known distance ; 
Ri = mean rod reading for d with telescope normal; 
Rt = mean rod reading for d with telescope inverted; 

then evidently, 



2d 



and C = cD, 



in which all values must be taken in the same unit. 

2. The biAble adjustment, meaning the adjustment by which 
the axis of the bubble is made parallel to the line joining the feet . 
of the striding level. This adjustment is made by leveling up 
the instrument, clamping the vertical axis, bringing the bubble 
exactly central with the micrometer screw, and then reversing 
the striding level without disturbing the telescope. If the bubble 
is not central after reversal it is to be adjusted for one-half of 
its movement. R«level with the micrometer screw, reverse 
a^n, and so on until the adjustment is satisfactory (within 
about one division of the scale). The bubble error or inclination 
of the bubble is the angle between the axis of the bubble and the 
line joining the feet of the striding level; this angle would be 
zero if the bubble were in perfect adjustment. To determine 
the bubble error level up the instrument approximately, clamp the 
vertical axis, bring the bubble near the center with the micrometer 
screw, and tiien read the bubble a number of times in direct and 
reversed positions, making the last position the same as the first 
position. The bubble error in bubble divisions is half the average 
movement of the bubble ; the inclination of the bubble is the error 
in bubble divisions multiplied by the angular value of one 
division. In the following example illustrating the above principles 
the level tube is graduated both ways from the center, and is 
called dh-ect with the marked ead towards the eyepiece. 
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ExAMPLB. IHOLINATION OP BUBBLB 



1 
1 

2 


Striding Level. 




Bubble. 




Left. 


Right. 


L*. 


Eight. 


IMrecl 


-20.6 


+ 23.7 






Itevenwd 


, 




-28.0 


+ 22.4 






-26.9 


+ 23.8 








Reversed 


















-27.2 


+ 24.1 










Sums 


-80.7 


+ 71.6 


-56.4 


+ 44.8 


MeaiiH 


-20.90 


+ 23.87 


-28.20 


+ 22.40 


Center of babble 


_I 


.12 


-2.90 1 


Level direot-Telesoope lookadown. 


Bubble 


error- +0.69 division. 1 


0.69x2". 1-1".440 


IndinaUoDofbubb!e= + l".4 j 



It will be noted in the above example that the average effect 
of reversing the stridii^ level (putting marked end towards 
object glass) is to cause the bubble to move away from the 
marked end, showing that the marked end has the shortest leg; 
when the bubble is in the center, therefore, if the marked end of 
the striding level is nearest the eyepiece the telescope looks down. 
If a line of levels were run with the striding level in a fixed posi- 
tion a correction would be required for the excess distance, the 
value of which would equal the inclination of the bubble multiplied 
by the excess distance and the sine of 1". The sign of the cor- 
rection for excess of foresights would be positive for telescope 
looldng up and negative looking down, and vice versa for excess 
of backsights. 

89c. Use of European Level. The best results are obtained 
when all the rod readings are taken with the bubble precisely 
centered, and the observations so arranged as to eliminate as 
far as possible the effects of the instrumental errors. All the 
precautions of Art. 88 are to be carefully observed. Among 
these may be again mentioned the necessity of keeping the 
instrument sheltered by the \unbrella from the sun and wind at 
all times; making each foresight approximately equal to the 
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previous backsight (pacing is satisfactory); keeping the sum of 
the foresights nearly equal to the sum of the backsights, as 
indicated by the corresponding sums of the wire intervals; plant- 
ing the instrument firmly and making the turning points solid; 
keepii^ the rod plumb; watching the wire intervals at every 
eight, and taking a new reading of each of the three wires when- 
ever the half intervals disagree by more than two millimeters; 
and running a duplicate line in the opposite direction as a check, 
and in order to eliminate errors from unstable supports (by using 
the mean difference of elevation as the true value). 

Program of observations for each set-up. Level up the instru- 
ment; sight at the back rod; take each of the three wire readings 
with the bubble kept centered with the micrometer screw; sight 
on the forward rod and read with bubble central as before; remove 
striding level, invert telescope in wyes, replace striding level 
reversed end for end; read forward rod with bubble central; 
sight on back rod and read with bubble central. This method 
of observing eliminates both the bubble error and the coUimation 
error, even with the foresights and back^ghts unbalanced. The 
correction for inequality of pivots, however, must be applied to 
any excess distance, as also the correction for curvature and 
retraction if the excess distance makes the amount appreciable. 
An example of notes and reductions is given on the next page. 
In this case the backsights are in excess, but not enough to require 
appreciable corrections. 

90. The Coast Survey Level. Previous to 1900 the precise 
leveling of the U.S. Coast and Geodetic Survey was done with 
the European type of instnmaent. Conmiencii^ with the summer 
of 1900 this work has been done with a type of instrument designed 
by the Department and known as the Coast Survey level. A 
view of this level is shown in Fig. 44, page 142. The instrument 
is essentially a dumpy level, as the telescope does not rest in wyes, 
can not be removed from its supports, and can neither be inverted 
nor reversed. The base of the instrument is of the usual three 
leveling screw type, except that the center socket is unusually 
long and extends downwards through the tripod head. An 
outer protecting tube through which the telescope passes is 
rigidly attached to the vertical axis; the telescope is pivoted at 
one end of this outer tube, and has its inclination controlled by a 
micrometer screw at the other end. The collimation adjustment 
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FORM OF NOTES— EUROPEAN LEVEL 

(Left-hand page,} (Right- liajid pAge.) 



Bacluichta. 


Date, J 


ime 18. 1911. 


Point. 


H 


Thread Readings. 


Mean. 


InUrvala. 


Remarks. 


1 


2 


3 


Ead,. 


Bunu. 


B.M.4 

r.p. I 


2 
76 


2.S18 
2.522 


2.816 
2.618 


2.714 
2.716 


2.6170 

2.306T 
+ 5.0137 


0.1960 
0.1625 


0.19S0 
0.3675 


Eleration of 
B.M. 4-117. 617 

(of B.M.4.) 


Means 

6 

76 


2.5200 

2.313 
2.318 
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2.395 

2.398 


2.7150 

2.476 
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2.4780 


Meana 


2.3165 
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(Left-hand page,) 
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Date, 
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»ne 18, 1911- 
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Hod. 
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"• 


1 


2 


3 
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r.p. 1 

B.M.6 


5 

77 


1.167 
1.173 


i.a«o 

1.266 


1.354 
1.361 


1.2635 

0.8008 

-2.0643 
+ 5.0137 


0.1876 
0.1585 


0.187iS 

0.3460 

0.3490 
0.3575 


/DeecripHon\ 
\,ofB. M,5,^ 

E3evatiou of 
B.M. 4-117.617 

+ 2.948 


Means 

2 

78 


1.1700 

0.720 
0.723 


1.2630 

0.800 
0.802 


1.3575 

0^880 


Means 


0.7215 


0.8010 


0.8800 




+2.9494 




0.0115 


B.M. 8-120,666 



is permanently fixed by the maker. The level tube is attached 
to the telescope, but has provision for adjustment. A stror^ 
point of the instrmnent is the closeness of the bubble to the line 
of sight, the level tube being let part way into a slot cut in the 
top of the telescope tube, the top of the level tube coming about 
flush with a slot in the top of the outer tube. The level vial is 
chambered for adjusting the length of the bubble. Attached to 
the left side of the instrument is a light auxiliary tube through 
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which the left eye may see an image of the bubble while the right 
eye is observii^ the rod, the head being held in its natural posi- 
tion, and the tube being adjustable sideways to suit the eyes 
of different observers. Besides the lens in its eyepiece the tube 
contains two prisms, adjustable for length of bubble, and placed 
opposite a slot running abreast of the level vial. The bubble is 
brought within the view of the left eye through the eye lens, the 
two prisms, and a mirror attached to the telescope. The telescope 
tube and outer casing are made of a nickel-iron alloy that has 
a coefficient of expansion which is only one-fourth that of brass, 
while the micrometer screw and other important screws are made 
of nickel-steel having a coefficient of expansion as low as 0.000001 
p?r degree centigrade. A detailed description of this instrument 
(from which the above notes have been gathered) b given in 
Appendix No. 3, Report for 1903, U. S. Coast and Geodetic 
Survey. Work with this level has been extremely satisfactory, 
better results being secured with greater rapidity and a much 
reduced cost. The Coast Survey level has two constants and 
one adjustment. 

90a. Constants of Coast Survey Level. The two constants of 
this instrument, which should be examined at least once a year, 
are as follows: 

1. The angular value of one division of the bubble. This is 
found by the optical method, as described in Art. 89a, 

2. The angular value of the tuire i?iterval. This is also 
found as described in Art. 89ffl. 

90b. Adjustments of Coast Survey Level. The only adjust- 
ment of this instrument, which should be examined daily, is as 
follows: 

To make the axis of the bubble parallel to the line of sight. 
This adjustment is made by the ordinary peg method (as adapted 
to this type of instrument), the bubble tube being raised or lowered 
at the adjusting end as may be required. The cross-hairs must 
never be disturbed as these have been permanently adjusted for 
collimation by the instrument maker. In testing the adjustment 
the rod reading is taken as the mean of the three wire readings, 
and the rod interval as the difference between the outside wire 
readings, the bubble being kept exactly centered while reading 
each of the three wires. Two pegs or turning-point pins are 
firmly driven about 100 meters apart, each rod being kept 
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on its own point If two roda are used, or one rod being shifted as 
required. The instrument is set up approximately in line with 
the two points, first about ten meters beyond one point, and then 
about the same distance beyond the other point. The rod read- 
ing is talien for each point in each position of the instrument, 
the terms near rod and distant rod being used to indicate the 
relative position of the rods for each set-up. Having; taken 
the four readings we have 



C = 



(sum of near-rod readings) — (sum of distant-rod readings) 
(sum of distant-rod intervals) — (sum of near-rod intervals)' 

in which C is called the bubble error or constant for the day's 
work. If C does not exceed 0.010 (numerically) it is not advisable 
to change the adjustment. The' telescope looks down when C 
is positive and up when C is negative, so that if an adjustment 
is found to be necessary the line of sight (here taken as the middle 
wire) is raised or lowered on the distant rod by C times that 
distance, and the bubble tube adjusted to bring the bubble 
central. A new determination of C is always made after each 
adjustment, and in very precise work the distant-rod readings 
are corrected for curvature and refraction (Table VII) before 
using in the formula, as these errors double up instead of canceling 
out in this method of adjustment. A correction equal to C times 
the excess mterval between the foresights and backsights is 
applied to the final elevation; if the backsights are in excess the 
correction has the same agn as C, and the opposite sign when the 
foresights are in excess. 

90c. Use of Coast Survey Level. In order to obtain the best 
results with this instrument all the precautions given in Art. 88, 
and briefly summarized in Art. 89c, must be observed. The 
program of observations is much simpler than with the European 
level, there bemg nothing to do at each set-up except to obtain 
the three wire readings on each rod, with the bubble kept exactly 
centered while reading each wire. It is considered advisable 
to read the fore rod first on every other set-up. In the precise 
leveling of the U. S. Coast and Geodetic Survey a correction for 
excess of sights is applied for curvature and refraction and also 
for bubble error, together with corrections for absolute length 
of rod and average temperature of rod. An example illustrating 
the keeping of the notes is ^ven on the next page. 
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91. Rods and Turning Points. VariouB types of rods and 
turning points have been used in precise level work, with detfdls 
changing from time to time. The notes here given are intended 
to briefly cover the points of interest to engineers. 

Rods. Precise leveling rods are now generally made of wood, 
sometimes soaked in melted paraffin to eliminate changes of length 
by absorption of atmospheric moisture, cross or T-shaped in 
section, about 3.5 meters in length, graduated metrically, pro- 
vided with a plumb line or level, and designed to be used with- 
out targets. The Coast Survey rod is cross-shaped in section, 
of pine wood which has absorbed about 20 per cent of its original 
weight of paraffin, graduated to centimeters and read by estima- 
tion to millimeters, and provided with a circular level for making 
it vertical. Target rods were abandoned by the Coast Survey 
in 1899. For a description of Coast Survey rods see Appendix 
No. 8, Report for 1895, and Appendix No. 8, Report for 1900. The 
precise rods used by the Corps of Engineers, U. S, A., are sunilar 
to the above, but T-shaped in cross-section. The Molitor 
rod (dedgned by Mr. David S. Molitor, and described in Trans. 
Am. Sec. C.E., Vol. XLV, page 12) ia illustrated m Fig. 45, and 
is a precise rod of the highest class. The smallest divisions are 
two millimeters wide, and the reading is taken to millimeters or 
closer by estimation. 

Rod constant and adjustment. The precise leveling rod has one 
constant, and one adjustment- The rod amslant is its absolute 
length between extreme divisions, which may differ slightly 
from its designated length, and which should be examined at 
least once a year. If the rod is long or short a self-evident 
correction is required, which only affects the final difference 
of elevation between two points. Tfw rod adjustment is the 
adjustment of its level, which should be examined daily by 
making the rod vertical with a plumb line, and corrected if 



Turning points. Both foot-plates and foot-pins have been 
used for turning points. Cast iron foot-plates about six inches 
in diameter have been used extensively by the Coast Survey, 
but were practically abandoned in 1903 as inferior to pins. Fig. 45 
shows a style of foot-pin first used by Prof. J. B. Johnson in 1881, 
and meeting everj requirement of a good pin. It is driven nearly 
flush with the ground with a wooden mallet. Such a pin is 
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FiQ. 45, — Molitor's Precise-level Rod and Johnson's Foot-pin. 
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best made of ateel. The little groove in the head is to prevent 
dust or sand from settling on the bearing point. 

92. Adjustment of Level Work. In running level lines of 
any importance the work is always arranged so as to furnish 
a check on itself, or to connect with other systems, and a cor- 
responding adjustment is required to eliminate the discrepancies 
which appear. The problem may always be solved by the method 
of least squares when definite weights have been assigned to the 
various lines. When the work is all of the same grade the lines 
are weighted inversely as their length. This rule requires an 
error to be distributed uniformly along any given line to adjust 
the intermediate points. A common rule for intermediate points 
on a line or circuit is to distribute the error ae the square root 
of the various lengths; but as this rule is inconsistent with itself 
it is not reconunended. The following rules for the adjustment 
of level work will usually be found sufHclent and satisfactory. 

Duplicate Zines. A duplicate line is understood to mean a 
line run over the same route, but in the opposite direction and 
with different turning points. This is the best way of checking 
a single line of levels. The discrepancy which usually appears 
is divided equally between the two lines. 

SimuUaneous lines. These are lines run over the same route 
in the same direction, but with different turning points. In 
this case the final elevation is taken as the mean of the elevations 
given by the different lines. 

Multiple lines. This is imderstood to mean two or more 
lines run between two points by different routes. In this case 
the difference of elevation as given by each hne is weighted inversely 
as the length of that line, and the weighted arithmetic mean 
is taken as the most probable difference of elevation. Thus if 
the difference of elevation between A and B is 9.811 by a 6-mile 
line, 9.802 by an 8-mile line, and 9.840 by a i2-mile line, we have 

Mean difference of elevation 

_ 0-811 X ^) + (9.802 Xi) + (9.840 X-^^) _^^., 

i + i + Vi ~^-^ ■ 

Iniermediate pmnts. These may occur on a line whose ends 
have been satisfactorily adjusted or on a closed circuit. In 
either case the required adjustment is distributed uniformly 
throughout the line, making the correction between any two 
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points directly proportional to the length between those two 
points. 

Level nets. Any combination of level lines forming a series 
of closed circuits is called a polygonal system or level net. Fig. 46 
represents such a system. If the true difference of elevation 
were known from point to point, then the algebraic sum of the 
differences in any closed circuit would always equal zero, the 
rise and fall balancing. In practical work the various circuits 
seldom add up to zero, and an adjustment has to be made to 
eliminate the discrepancies. A rigor- ^ 

oua adjtistment requires the use of 
the method of least squares, but the 
approximate ad j ustment here described 
will generally give very nearly the same 
results. Pick out the circuit which 
shows the largest discrepancy, and 
distribute the error among the differ- 
ent lines in direct proportion to theu- 
length. Take the circuit showing the 
next largest discrepancy, and distribute 
its error uniformly among any of its 
lines not previously adjusted in some 
other circuit, continuing in this way 
until all the circuits have been ad- 
justed. The circuits here intended are 
the sii^^le closed figures, as BEFC, and not such a circuit aa 
ABEFCA ; and no attention is to be paid to the direction or 
combination in which the lines may have been run.. 

93. Accuracy of Precise Spirit Leveling. The accuracy 
attainable in precise spirit leveling may be judged by noting the 
discrepancies between duplicate lines (Art. 92). On the U. S. 
Coast and Geodetic Survey the hmit of discrepancy allowed 
between duplicate lines is 4mm. vK, meaning 4 millimeters 
multiplied by the square root of the distance in kilometers between 
the ends of the lines; if this limit is exceeded the line must be 
rerun both ways until two results are obtained which fall within 
the specified limits. In various important surveys the allowable 
limit has ranged from 5mm. v'i: to 10nmi.Vis:, or 0.021ft. V^ 
to 0.042ft. VJtf where M is the distance in miles. The probable 
error of the mean result of a pair of duplicate lines is practically 




Fid. 46, 
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one-third of the discrepancy, and in actual work of the highest 
grade falls below Imm.^K. The adjusted value of the eleva- 
tion above mean sea level of Coast Survey bench mark K in 
St. Louis has a probable error of only 32 millimeters or about 
li iDches, and it is almost certain that no amount of leveling 
will ever change the adopted elevation as much as 6 inches. 

A much more severe test of the accuracy of leveling is obtuned 
from the closures of large circuits running up sometimes to 1000 
or more miles in circumference. The greatest error indicated 
by the circuit closures in Miy line in about 20,000 miles of precise 
spirit leveling executed by the U. S. Coast and Geodetic Survey 
and other organizations, is about one-tenth of an inch per mile. 
With the Coast Survey level of Art. 90 very much closer results 
have been reached. 
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CHAPTER VII 

ASTRONOMICAL DETERMINATIONS 

94. General Conadwations. The astronomical determina- 
tions required in practical geodesy are Time, Lat^Mtde, Longitude 
and Ammuih. The precise determination of these quantities 
requires special Instrumente as well as special knowledge and skill, 
and falls within the province of the astronomer or professional 
geodesist rather than that of the civil engineer. A fair deter- 
mination, however, of one or more of these quantities is not 
infrequently required of the engineer, so that a partial knowledge 
of the subject is necessary, A complete discussion of the sub- 
jects of tlois chapter may be found in Doolittle's Practical Astron- 
omy, or in Appendix No. 7, Report for 1897-98, U. S. Coast and 
Geodetic Survey. As the work of the fixed observatory is out- 
side the sphere of the engineer, the followii^ articles are intended 
to cover field methods only. 

The instruments used by the engineer will generally be limited 
to the sextant, the engineer's transit, one of the higher grades 
of transits, or the altazimuth instruments of Chapter III. All 
of these instruments are suitable for either day or night ot)Serva- 
tions, except that the ordinary engineer's transit is not usually 
furnished with means for illuminating the cross-hairs at night. 
This difficulty may be overcome by substituting in place of the 
sunshade a similar shade of thin white paper, a flat piece of br^t 
tin bent over in front of the object glass at an angle of about 45° 
and cont^ing an oblong hole having a slightly less area than 
that of the lens, or a special reflecting shade which may be bought 
from the maker of the instrument. The light of a bull's-eye 
lantern thrown on any of these devices will render the cross-hairs 
visible. 

In astronomical work the observer is assumed to be at tiie 
center of the earth, this point being taken as the center of a great 
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celestial sphere on which all the hea,venly bodies are regarded aa 
being projected. Any appreciable errors arising from the assumption 
that the earth is stationary or that the observer is at its center, 
are duly corrected. All vertical and horizontal planes and the 
planes of the earth's equator and meridians are imagined extended 
to an intersection with the celestial sphere, and are correspond- 
in^y named. Fig. 47, page 166, is a diagram of the celestial 
sphere, and the accompanying text contains the definitions and 
notation used in the discussions. A thorough study and compre- 
hension of the figure and text are absolutely essential for an 
understandii^ of what follows. The necessary values of the 
right ascensions, declinations, etc., required in the formulas, are 
obtained from the American Ephemeris, commonly called the 
Nautical Almanac, which is issued yearly (three years in advance) 
by the Government, 



Tom 

95. General Prindples. 'Dbue is measured by the rotation 
of the earth on its axis, which may be considered perfectly uniform 
for the closest work. The rotation is marked by the observer's 
meridian sweeping around the heavens. The intersection of 
this meridian with the celestial equator furnishes a point whose 
uniform movement around the equator marks off time in angular 
value. The angle thus measured at any moment between the 
observer's meridian and the meridian of any given point {which 
may itself be moving) is the hour angle of that point at that 
moment. These angles are, of course, identical with the cor- 
responding spherical angles at the pole. When 360° of the equa- 
tor have pa^ed by the meridian of a reference point (whether 
moving or not) the elapsed time is called twenty-four hours, so 
that any kind of time is changed from angular value to the hour 
system by dividing by 15, and vice versa. There are two kinds 
of time in common use, mean solar time and sidereal time, based 
on the character of the reference point. Mean solar time is the 
ordinary time of civil life, and sidereal time is the time chiefly used 
in astronomical work. 

96. Mean Solar Time. The fundamental idea of solar time is to 
use as the measure of time the apparent daily motion of the sun 
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around the earth ; this is called apparent solar time, the upper tranfdt 
of the sun at the observer's meridian being called apparent noon. 
Apparent solar time, however, is not -uniform, on account of a 
lack of uniformity in the apparent annual motion of the sun 
around the earth. This is due to the fact that the apparent 
annual motion is in the ecliptic, the plane of which makes an angle 
with the plane of the equator, and the further fact that even in 
the ecliptic the apparent motion is not uniform. To overcome 
this difficulty, a fictitious sun, called the mean sun, is a^umed to 
move annually around the equator at a perfectly uniform rate, 
and to make the circuit of the equator in the same total time that 
the true sun apparently makes the circuit of the ecliptic. Mean 
. solar time is time as indicated by the apparent daily motion of 
the mean sun and is perfectly uniform. The difference between 
apparent solar time and mean solar time is called the equati4m 
of time, varies both ways from zero to about seventeen minutes, 
and is given in the Nautical Almanac for each day of the year. 
Local mean time for any meridian is the hour angle of the mean 
sun measured westward from that meridian, load mean . noon 
being the time of the upper transit of the mean sun for that 
meridian. 

96a. Standard Time. This time, as now used in the United 
States, is mean solar time for certwn specified meridians, each 
district using the time of one of these standard meridians instead 
of its own local time. The meridians used are the 75th, 90th, 
105th and 120th west of Greenwich, furnishing respectively 
Eastern, Central, Mountain and Pacific standard time. Standard 
time for all points in the United States differs only by even hours, 
with very large belts having exactly the same time, the variation 
from local mean time seldom exceeding a half hour. In the lat^ 
itude of New York local mean time varies about four seconds 
for every mile east or west. Standard time may be obtained at 
any telegraph station with a probable error of less than a second. 
In all astronomical work standard time must be changed to local 
mean time. 

96b. To Change Standard Time to Local Mean Time and vice 
versa. The difference between standard time and local mean 
time at any point equals the difference of longitude (expresed 
in time units, Art. 113) between the given point and the standard 
time meridian used. For points east of the standard time 
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Fig. 47.— The Celestial Sph( 

EXPLANATION 

HZWN =metidiaii of observer; 
Z, W, N =poiQts on prime vertical; 

M, wi^projection of azimuth marks on celestial sphere; 
2 = obBerver'a zenith; 
A'^ = obBerver'H nadir; 
Angles at Z, and corresponding horizontal angles at O, are azimuth angles; 
Angels at P, and corresponding equatorial angles at 0, are hour angles. 

Conversion of Abc and Tiue 
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4 seconds 


1 minute 
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DEFINITIONS 

The zenith (at a pven Btation) is the intersection of a vertical line with 
the upper portion of the celestial sphere. 

The nadir is the intersection of a vertical Une with the lower portion 
of the celestial sphere. 

The meridian 'plane is the vertical plane through the zenith and the celes- 
tial poles, the m^idian being the intersection of this plane with the celestial 
sphere. 

The prime vertical is the vertical plane (at the point of observation) at 
right angles with the meridian plane. 

The latitude of a station ia the angular distance of the zenith from the 
equator, and has the same value as the altitude of the elevat«d pole. Lati- 
tude may also be defined as the declination of the zenith. North latitude 
is positive and south latitude negative. 

Co-Wt(ude = 90° - latitude. 

Right ascension, is the equatorial angular distance of a heavenly body 
measured eastward from the vernal equinox. 

Declination is the angular distance of a heavenly body from the equator. 
North declination is positive and south declination negative. 

Co-dectinaiion or polar dM[a7ice = 90°— declination. 

The how angle of a heavenly body is its equatorial angular distance 
from the meridian. Hour angles measured towards the west are positive, 

The azimuth of a heavenly body (or other point) is its horizontal angular 
distance from the south point of the meridian (unless specified as from'the 
north point). Azimuth is positive when measured clockwise, and vice 

The itUitTide of a heavenly body is its angular distance above the honzon. 

Ci>-(Utitude or zenith rfisi<ince=90° — altitude. 

Refraction is the angular increase in the apparent elevation of a heavenly 
body due to the refraction of light, and ia always a negative correction. 

Parallax (in altitude) is the angular decrease in the apparent elevation 
of a heavenly body due to the observation being taken at the surface instead 
of at the <;ent«r of the earth, and ia always a positive correction. 

NOTATION 

^= latitude (+ when north, — when south); 
a = right ascension; 

! =declination (+ when north, — when south); 
(=hour angle (-t- to west, — to east); 
A =azimuth from north point (+ when measured clockwise); 
Z=azimuth from south point (+ when measured clockwise); 
h= altitude; 
e=>zenith distance; 
r= refraction; 
p» parallax. 
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meridian local mean time is later than standard time, and vice 
versa. 

Example I. New York, N.Y., uses 75th-meridiaii standard time. Given 
the longitude of Columbia CoU^c as 73° 58' 24".6 west of Greenwch, what 
IB the local mean time at lO"* 14" 17".2 p.m. standard time? 



15) 1 ° 01' 35".4 Ans. =101' igm 2S>.6 p 
■1"06".4 



Example 2. Philadelphia, Pa., uses 75th-meridian standard time. Given 
the longitude of Flower Obeervatory as S*" 01" 06" ,6 west of Greenwich, what 
is the standard time at gi>06'" IS'.l a.m. local mean time. 

15)75° OC 00".0 Ql" 06" 18".l a.m. 

gh 00™ 00».6 1 06 .6 

5 01 06 .6 

Ans. =^ 07" 24".7 a.m. 



97. Sidereal Time. In this kind of time a sidereal day of 
twenty-four hours corresponds exactly to one revolution of the 
earth on its axis, as marked by two successive upper transits 
of any star over the same meridian. The sidereal day for any 
meridian commences when that meridian crosses the vernal 
equinox, and runs from zero to twenty-four hours. The sidereal 
time at any moment is the hour angle of the vernal equinox at 
that moment, counting westward from the meridian. As the 
right ascensions of stars and meridians are counted eastward 
from the vernal equinox, it follows that the sidereal time 
for any observer is the same as the right ascension of his 
meridian at that moment. Hence when a star of known 
right ascension crosses the meridian the sidereal time 
becomes known at that moment. The right ascension 
of the mean sun at Greenwich mean noon (called sidereal 
time of Greenwich mean noon) is ^ven in the Nautical 
Almanac for every day of the year, and is readily found 
for local mean noon at any other meridian by adding the 
product of 9.8565 seconds by the given longitude west of Green- 
wich expressed in hours. 



:.vGoo<^Ic 



ASTEONOMICAL DETERMINATIONS 169 

98. To Change a Sidereal to a Mean Time Interval, and vice 
versa. Owing to the relative directions in which the earth rotates 
on its axis and revolves around the sun the number of sidereal 
days in a tropical year {one complete revolution of the earth 
around the sun) is exactly one more than the number of solar 
days. According to Bessel the tropical year contains 365.24222 
mean solar days, hence 365.24222 mean solar days =- 366.24222 
sidereal days, and therefore 

1 mean solar day = 1.0027379 sidereal days; 
1 sidereal day = 0.9972696 mean solar days; 

whence if /, is any sidereal interval of time and Im the mean solar 
interval of equal value, we have 

/. - /m + 0.0027379 /„ aog 0.0027379 = 7.4374176 - 10) 
/m = /. - 0.0027304 /, (log 0.0027304 = 7.4362263 - 10) 

Where there is much of this work to be done the labor of computa- 
tion is lessened by usinT the tables found in the Nautical Almanac 
and books of logarithms. 

99. To Change Local Mean Time or Standard Time to Sidereal. 
For local mean time this is done by converting the mean time 
interval between the given time and noon into the equivalent 
sidereal interval (Art. 98), and combining the result with the 
sidereal time of mean noon for the given place and date. Since 
the right ascension of the mean sun increases 360° or twenty- 
four hours in one year, the increase per day will be 3° 56'.555, 
or 9'.8565 per hour. The sidereal time of mean noon for the 
given place is therefore found by taking the sidereal time of Green- 
wich mean noon from the Nautical Almanac and adding thereto 
the product of 9^.8565 by the longitude in hours of the given 
meridian, counted westward from the meridian of Greenwich. 
If standard time is used it must first be changed to local mean 
time (Art, 96i)) before applying the above rule. 

Example. To find the sidereal time at SyracuBe, N. Y., longitude 
76° 08' 20". 40 west of Greenwich, when the standard (76th meridian) time 
is 10^ 42" 00= A.M., January 17th, 1911. 
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76° 08' 20". 40 



10" 42"00'.00 standard time 
~ 4 33 .36 

10 37 26 . 64 local mean time 



log 4953.36 

logo, 0027379-7. 4374176 

log (13'. 56) =1.1323175 

15 )76° 08' 20". 40 
S** 04"33».36 
=5.0759 hre. 



1" 22" 33". 36-4953".: 
+ 13 .56 



1 22 46 . 92 sidereal interval 



log 9.8565=0.9937227 
logs. 0759-0. 7055131 



log {50".03)- 1.6992358 



Sidereal time of Greenwich mean no 
Reduction to Syracuse meridian 



Sidereal tjme of Syracuse mean noon 19 43 59 .. 
Sid. int, from Syracuse mean noon - 1 22 46 .: 



Sidereal time at given instant 181 21™ 12". 59 

100. To Change Sidereal to Local Mean Time or Standard 
Hme. This is the reverse of the process in Art. 99, and consists 
in finding the difference between the given time and the sidereal 
time ot mean noon for the given place and date, chai^ii^ this 
interval to the corresponding mean time interval (Art. 98), and 
combining the result with twelve o'clock (mean noon) by addi- 
tion or subtraction as the case requires. The result is local mean 
time, and if standard time is wanted it is then obtained as 
explamed in Art, 966. 



Example. To find the local mean time and standard (75th meridian) 
me ftt Syracuse, N. Y., longitude 76° 08' 20".4O west of Greenwich, when 
le sidereal time it ISi" 21">' 12".59, January 17, 1911. 



76° 08' 20". 40-75°- 1° 08' 20". 40 = 4" 33". 36 
log9-8565 =0.9937227 
log 5.0759=0.7055131 



15 )76° 08' 20". 40 
Si 04ni33s.36 
-5.0759 hrs. 



log (50«.03) =1.6992358 
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Sidereal time of Greenwich mean noon 19" JS" 09' . 48 

Reduction to Syracuse meridian + 50 .03 

Sidereal time of Syraciiae mean noOQ 19 43 59 ,51 

Sidereal time at ^ven instant 18 21 12 .59 

Sidereal interval before Syracuse mean noon I" 2T« 46«.92 



IS 22'°46«.92=4966".e2 

log4968.92 -3.6960872 , Reduction to 1 1" 22'» 46".92 
log0.0027304 = 7. 4362263 1 ^g^^jj^e ' "' " 



log(13».56) =1.1323135 I i"*^""^ ' 1 22 33-36 



Local mean time at given instant (moming) 10'' ST"* 26'. 64 
Reduction to standard time +4 33 . 36 



Standard time at given instant (monung) lO" 42™ 00". 00 

101. Time by Single Altitudes. The altitude of any heavenly 
body as seen by an observer at a given point ia constantly chang- 
ing, each different altitude corresponding to a particular instant 
of time which can be computed if the latitude and longitude are 
approximately known. In finding local mean time or sidereal 
time it is sufficient to know the latitude to the nearest minute 
and the longitude within a few degrees. In changing from local 
to standard time, however, an error of 1' will be caused by each 
15" error of longitude. If the latitude is not known it may 
generally be scaled sufficiently close from a good map, or it may 
be determined as explained in Arts. 107 or 108. By comparing 
the observed time for a certain measured altitude of sun or star 
with the corresponding computed time the error of the observer's 
timepiece is at once determined. The observation may be 
made with a transit (or altazimuth instrument), or with a sextant 
{and artificial horizon), the latter being the most accurate. In 
either case several observations ought to be taken in imme- 
diate succession, as described below, and the average time and 
average altitude used in the reductions. The probable error of 
the result may be several seconds with a transit, and a second 
or two with the sextant. The actual error is apt to be larger on 
accoimt of the uncertwnties of refraction. The observation is 
commonly made with the sextant and on the sun. 
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101a. Making ttie Observation. The best time for makii^ 
an observation on the sun is between 8 and 9 o'clock in the 
morning and between 3 and 4 o'clock in the afternoon, in order 
to secure a rapidly changing altitude and at the same time avoid 
irregular refraction as far as possible. The altitude of the 
center of the sun is never directly measured, but the observations 
are taken on either the upper or lower limb, or preferably an equal 
number of times on each limb. Star observations may be made 
at any hour of the night, selecting stars which are about three 
hours from the meridian and near the prime vertical, and hence 
chanfpng rapidly in altitude at the time and place of observation. 
If two stars are observed at about the same time havii^ about 
the same declination and about the same altitude, but lying on 
opposite sides of the meridian, the mean of the two results (de- 
terminations of the clock error) will be largely free from the errors 
due to the uncert^ties of refraction. 

In taking the observation an attendant notes the watch 
time to the nearest second at the exact moment the pointii^; 
is made. // the transit is used, an equal number of readings 
should be taken with the telescope direct and reversed, the plate 
bubble parallel to the telescope being brought exactly central 
for each individual pointing in order to eliminate the instrumental 
errors of adjustment. If a star or one lunb of the sun is observed 
there should be not less than 3 direct and 3 reversed readings. 
If both limbs of the sun are observed there should be not less 
than 2 direct and 2 reversed readings on each limb, or 3 direct 
on one limb and 3 reversed on the other limb. If the sextarU and 
artificial horizon are used, and the pointings are made on a star 
or on one limb of the sun, not less than 5 readings of the double 
altitude should be taken; if both limbs of the aun are observed, 
not less than 3 reading should be taken for each limb. These 
double altitudes are always corrected for index error and some- 
times for eccentricity. It is considered better not to use the 
cover on the artificial horizon, but if it has to be done it should 
be reversed on half of the readings. If as much tin foil is added 
to commercial mercury as it will unite with, an amalgam is formed 
whose surface is not readily disturbed by the wind, thus renderii^ 
the cover unnecessary. When the mercury is poiu^ in its 
dish it must be skinuned with a card to clean its refiecting surface. 
In all of the above methods of observii^, the work is supposed 
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to be carried on with reasonable regularity and expedition when 
once started. With any method it is desirable to take at least 
two sets of readings and compute them independently as a check, 
the extent of the disagreement showing the quality of the work 
that has been done, while the mean value b probably nearer the 
truth than the result of any single set. 

101b. The Computation. The first step in the computation 
of any set of observations is to find the average value of the meas- 
ured altitudes and the average value of the recorded times, these 
average values constituting the observed altitude and time for 
that set. This observed altitude is then reduced to the true 
altitude for tho center of the object observed. The reductions 
which may be required are for refraction, parallax, and semi- 
diameter. The apparent altitude of all heavenly bodies is too 
large on account of the refraction of light; Table VIII gives the 
average a^^ular value of refraction, which is a negative correc- 
tion for all measured altitudes. Parallax is an apparent dis- 
placement of a heavenly body due to the fact that the observer 
is not at the center of the earth; star observations require no 
correction for parallax; all solar observations require a positive 
correction for parallax, the amount being equal to 8".9 multiplied 
by the cosine of the observed altitude. The correction for 
semi-diameter is only required in solar work, and not even then 
for the average of an equal number of observations on both limbs; 
when the average altitude refers -to only one limb a self-evident 
positive or negative correction is required for semi-diameter, 
the value of which is given in the Nautical Almanac for the me- 
ridian of Greenwich for every day of the year, and can readily 
be interpolated for the given longitude. Letting h equal true 
altitude for center, h' equal measured altitude, r equal refrac- 
tion, p equal parallax, and 3 equal semi-diameter, we have 

h (for a star) = A' — r; 

h {sun, both limbs) = ft' — r + p; 

h (sun,' one limb) = ft' — r + p ± s. 

In the polar triangle ZPS, Fig. 47, page 166, the three aides are 
known. ZP, the co-latitude, is found by subtracting the observer's 
latitude from 90°. PS, the polar distance or co-declination, is 
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found by Bubtracting the declination of the observed body from 90". 
In the case of the sun the declination is constantly changing and 
must be taken for the given date and hour {the time being always 
approximately known). The sun's declination for Greenwich 
mean noon is given in the Nautical Almanac for every day in the 
year, and can be interpolated for the Greenwich time of the observar 
tion; the Greenwich time of the observation differs from the 
observer's time by the difference in loi^tude m hours, remember- 
ing that for points west of Greenwich the clock time is earlier, and 
vice versa. ZS, the co-altitude, is found by subtracting the 
reduced altitude k from 90°. Using the notation of Fig. 47, 
we have from spherical trigonometry 

COS 3 = ein ^ sin 5 + cob ^ cos 3 cos t, 

whence 

COB z — sin "i sin S 

cos ( = J — ^-^ , 

COB <p COB a 

which for logarithmic computation is reduced to the form 



/ sin i[z + (^ - 3)] sin jjz - W^^] 
"■^ 5c \co8i[3 + (^ + 8)] cos i[2 - (^ + d)] ■ 

The value of t thus found is the hour angle of the observed body, 
or angular distance from the observer's meridian. Dividing t 
by 15 changes the angular value to the corresponding time interval. 

For a solar observation the time interval is subtracted from or 
added to 12 o'clock according as the sun is east or west of the 
meridian, giving the apparent solar time of the observation. 
This apparent time must be reduced to mean time by applying 
the equation of time for the given date and hour, taken from the 
Nautical Almanac in the manner above described for finding the 
declination. The local mean time of the observation as thus 
found may be changed to standard time (Art. 966), or sidereal 
time (Art. 99), If so desired. 

For a star observation the time interval is subtracted from or 
added to the star's right ascension according as the star is east 
or west of the meridian, giving the sidereal time of the observation. 
This may be changed to local mean time {Art. 100), and thence 
to standard time {Art. 96i>), if so desired. 
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EXAMPLE.— TIME BY SINGLE ALTITUDES OF THE SUN 

CmCAGo, III., June 1, 1911. 
Latitude =41" 50'01",0 N. 
Longitude = 87° 36' 42". = 5" 50" 26».8-5.84 hrs. W. of Greenwich. 
Uses 90th meridian (Central Standard) time = 6.00 hrs. W. of Greenwich. 
Local time— Standard time ^e"- OO^OOS-O-S" 50" 26". 8-9" 33". 2. 

Sun. k' TTaicA, a.m. ft and z. 

r 47° 00' 8" 46" 11" 

Lower limb J 47 20 8 48 06 Par. = 8".9Xcoa 48° 20'-6"-7 

1 47 40 8 50 03 

(■49 00 8 64 46 App. altitude =48° 20' 00". 

Upper limb j 49 20 8 56 41 Refraction = - 51 .3 

(.49 40 8 58 38 Parallax = + 6 .7 

6)290° 00' 6)53'' 14° 24' A =48° 19' 15". 4 

Avera ee 48° 20' 8" 52° 24'. z- 41° 40' 44". 6 



Time. 3 dS Eg. of Time. 

At Greenwich mean noon +21" 56' 33".6 +21".23 2" 31 ".87 

Reduction for 2.87 hrs. + 1 00 .8 - ,11 - I .04 

At time of observation +21° 57' 34" .4 +2!".12 2" 30',83 

Equation of time aiibtrattive from apparerit time (on given date). 

0.96X2.87 „„ ,, 21,23+21,12 „.„ .„ 



0. 363X2. 87 = l"-04 21,18X2,87 =6C 



•P + d - 63° 47' 35" .4 
*+{* + *)= 106 28 20 .0 
z-{^ + a) =-22 06 50 .8 



I'-'vi 



(62 44 10 .0) cos (-11 03 25 .4) 
1 = 43" 57' 15".4-2'' 55°49".0. 



Local apparent noo 
Hour angle of si 



Watch slow by mean time 

Reduction to standard time 
Watch fast by standard time 



gh 04"" 11" 
- 2 30 


.0 

8 


9l'01'"40».2 
8 52 24 .0 


- 9 33 


2 

2 
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In either case the error of the observer's timepiece (as deter- 
mined by any given set of observations) is obtained by comparing 
the observer's average time for the given set with the computed 
true time for the same set. 

102. Time by Equal Altitudes. In this method the clock 
time is noted at which the sun (or a star) has the same altitude 
on each side of the meridian, from which the clock time of meridian 
passage {upper or lower transit or culmination) is readily obtained. 
By comparing the clock time with the true time of meridian 
passage the error of the observer's clock is at once made Icnown. 
The advantages of this method over the method of single altitudes 
are as follows: the results are in general more reliable; the com- 
putation is simpler, as it does not involve the solution of a spherical 
triangle; no correction is required for refraction, parallax, semi- 
diameter, nor instrumental errors; the latitude need not be known 
at all for star observations, and only very approximately for 
solar work. The observations may be made with a transit or a 
sextant (with artificial horizon), the latter being the most accurate. 
In either case several observations ought to be taken in immediate 
succession, as described below, and the average time used in the 
reductions. The probable error of the result should not exceed 
about two seconds with the transit nor about one second with 
the sextant. The actual error may be greattsr on account of the 
uncertainties of refraction. The methotl evidently assumes that 
the refraction will be the same for each of the equal altitudes, 
but on account of the lapse of time between the observations 
this is not necessarily true. The observation is commonly made 
with the sextant and on the sun. 

102a. Makii^ the Observation. As with the previous 
method, the best time for making an observation on the sun is 
between 8 and 9 o'clock in the morning and between 3 and 4 
o'clock in the afternoon. The observations may be taken entirely 
on one limb of the sun or an equal number of times on each limb. 
The equal altitudes may be taken on the morning and afternoon 
of the same day, or on the afternoon of one day and the morning 
of the next day. For star observations a star should be selected 
which will be about three hours from the meridian and near the 
prime vertical at the times of observation. Since the equal 
altitudes observed must be within the hours of darkness, a star 
is required whose meridian passage occurs within about three 
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hours after dark and three hours before daylight. The sidereal 
time of meridian passage is always known, since it is the same 
as the star's right ascension, and the corresponding values of 
mean time and standard time are readily found by Arts, 100 and 
966. The equal altitudes may be taken during the same night, or 
on the morning and evening of the same day. 

In taking the observation the attendant notes the watch 
time to the nearest second at the exact moment the pointing is 
made. // the transit is used the telescope is not reversed, but the 
plate bubble parallel to the telescope is brought exactly central 
for each individual pointing; no corrections are made to the result- 
ing reading for any instrumental errors. // the sextant and 
arHficia,l horizon are used no corrections are apphed to the results 
ing double altitude as measured. There is no great objection 
to using the cover of the artificial horizon in this method, and 
when used it is not reversed (as ui Art. 101a); it is necessary, 
however, to use it m the same position at both periods of equal 
altitudes. 

If a star or one lunb of the sun is observed there should be 
not less than 5 readings taken at each period o&equal altitudes. 
If both limbs of the sun are observed there should be not less than 
3 readings (at each period) for each limb. The angular readings 
in this method are always equally spaced, the instrument being 
set in turn for each equal change of altitude and the time noted 
when the event occurs. In commencing operations the observer 
measures the approximate altitude, sets his vernier to the next 
convenient even reading, and watches for that altitude to be 
reached ; the next setting is then made and that altitude waited 
for, and so on. At the second period the same settings must be 
used, but in reverse order. The size of the angular interval 
will depend on the ability of the observer to make each setting 
in time to catch the given occurrence, and can best be found by 
trial; under average conditions a good observer would not find 
it difficult to use 10' settings on the transit and 20' on the sextant. 
It b desirable to take at least two independent sets of observa- 
tions, and compute them separately aa a check and as an indica- 
tion of the rehabiUty of the results; the adopted value would 
then be taken as the mean of the several determinations. 

102b. The Computation. In this method there b no object 
in finding the average of the observed altitudes, the method 
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being based on the equalUy of the corresponding altitudes in- 
stead of their value. For each set of observations, however, 
it is necessary to find the average of the time readings for 
each of the two periods of equal altitudes. From these values 
the middle time (half-way point between the two avert^e time 
readings) is found for star observations, and the middle time and 
elapsed time (interval between average time readings) for solar 
observations. For star observations the middle time is the 
observer's time of meridian passage. For solar observations 
a correction must be applied to the middle time to obtain the 
observer's time of meridian passage, on account of the changing 
declination of the sun. 

For solar ohservaliona on the same day, expressed in mean time 
units, we have from astronomy 

T! — M — ^^/t52_^ _ tan 8\ 
15 \sin ( tan (/' 

in which 

U = observ^'s time at apparent noon (upper transit of sun) ; 
M = middle time of the observations; 
* = one-half elapsed time, in hours to three places outside 

of parentheses and angular value inside of parentheses; 
<p = observer's latitude (approximate), + for north and — 

for south latitude; 
d = sun 's declination at mean noon for given date and longi- 
tude, + for north and — for south declination; 
d3 = hourly change of declination at mean noon for given 
date and longitude, + when north declination is increasing 
or south declination decreasing, and — when north declina- 
tion is decreasing or south declination increasii^. 

The values for S and dd for the given date are found in the 
Nautical Almanac for Greenwich mean noon and interpolated for 
the given meridian. If a sidereal chronometer is used it is neces- 
sary to convert ( into a mean time interval before inserting in the 
corrective term in the above formula, and the value of this term 
must then be reduced to a sidereal interval before subtracting 
from M. 

The true mean time of apparent noon is found by applying 
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to 12 o'clock (the apparent time) the equation of time for the given 
date and longitude. The equation of time (with directions for 
applying) is foimd in the Nautical Almanac for Greenwich 
apparent noon of the given date, and interpolated for the given 
meridian. The true mean time of apparent noon is then reduced 
to standard time (Art. 966), or sidereal time (Art. 99), if so desired. 

By comparing the observer's time, U, with the corresponding 
true time of apparent noon, the error of the observer's timepiece 
at apparent noon is made known. 

Far solar observations on an afternoon and following morning, 
expressed in mean time units, we have from astronomy 

I- nf . dd-t/taiiS , tan d\ 

in which L is the observer's time at apparent midnight (lower 
transit of sun), d and dS the dechnation and hourly change for 
mean midnight of initial date, and the other quantities remain 
as before. This problem is worked out as in the preceding case 
except that §, dd, and the equation of time must be interpolated 
for twelve hours more than the given longitude, and the clock 
error is determined for apparent midnight of the initial date. 

For star observations during the same night, taken on the same 
star, the middle time represents the observer's time for the star's 
upper transit. The true sidereal time of this transit equals the 
star's right ascension, as given in the Nautical Almanac, and this 
is changed to local mean time (Art. 100), and thence to standard 
time (Art 966), if so desired. 

By comparing the observer's middle time with the true time 
of upper transit, the error of the observer's timepiece is deter- 
mined for the moment at which it indicated the middle time. 

For star observations on morning and evening of same day, taken 
on the same star, the middle time represents the observer's time 
for the star's lower transit. The true sidereal time of this transit 
equals the star's right ascension plus twelve hours, and this is 
changed to local mean iime (Art. 100), and thence to standard 
time (Art. 96&), if so desired. 

By comparing the observer's middle time with the true time 
of lower transit, the error of the observer's timepiece is determined 
for the moment at which it indicated the middle time. I 
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EXAMPLE,— TIME BY EQUAL ALTITUDES OF THE SUN 

Albant, N. Y., May 10, 191L 

Latitude -42" 39' 12". 7 N. 

Lonptude-TS" 46' 42". 0-4i> 55"06'. 8-4. 92 hra.W.of Greenwich. 
Uses 7dtli meridisJi (Eastern Standard) time — 5.00 hrs. W. of Greenwich. 
Local time -Standard time-B" 00" OO'.O-i" 56" 06".8 = 4» 53«.2 



Time. 
At Greenwich mean noon 
At Greenwich app. noon 

Reduction for 4 . 92 bra. 
At Albany mean noon 
At Albany app. 



da 



Eq. of Time. 



+ 3 15 .8 
+ 17" 27' 12", 5 



Equation of time stibtractiee from apparent tfm«(on given date). 



0.126X4.92-0". 



App. alt. 

( 45" 00' 



Upper limb J 45 : 



tf-ll>i ae'niT'.S 
r = 2" 52"'34",0 

- 2.88 hre. 
I -43° 08'30".0 



Wateh, A.M. 
8" 58™ 22' 
9 00 18 

' 9 02 12 
40 9 05 14 

00 9 07 10 

20 9 09 05 

6)54" 22" 21' 
gh 03"'43».5 
(4-12) 2 48 51 .5 
2)23'' 52°' i 5'~0 
W- 56"17».5 
log. 



4-92 -195". 8 
Watch, p.«. 
2" 54" 13" 
2 52 18 
2 50 24 
2 47 20 
2 45 25 
2 43 29 
6)18" 53"° OO" 



2)5M5°i08M> 
'2'' 52ni34».0 



1.3473-0,3355 = 



M-Uh 56»17".6 



7 .7 



rfa (39.72) 

t<2.88) 

15 (a.c.) 

i.ons 



U^ll" 5e'»09»-8 

Local apparent noon 

Equation of time 
Local mean time at apparent noon 

Watch time at apparent noon 
Watch sU>iD by mean time 

Reduction to standard time 
Watch /asi by standard time 



{7».7) -0.8874051 

12'> 00"00".0 
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103. Time by Sun and Star Transits. The true time at which 
any heavenly body crosses the meridian is always known; in the 
case of the sun the upper transit is apparent noon, the mean 
time of which is determined by the equation of time {Art 96); 
in the case of a star the sidereal time at upper transit ia the 
same as the star's right ascension; and (by Arts. 966, 99, and 100) 
sidereal time, mean time and standard time are mutually 
convertible. If the observer notes his own clock time when any 
heavenly body crosses the meridian, the error of iiis timepiece 
is made apparent by comparison with the corresponding known 
true time. In order that the obser\-ation may be made it is 
necessary to know the location of the true meridian from a pre- 
vious azimuth determination. (Astronomers have other ways 
of obtaining the meridian.) With the telescope in the plane of 
the true meridian, and set at a suitable vertical angle, it is only 
necessary to note the time when the given transit occurs. 

103a. Sun Transits with Ei^ineerii^ Instruments. The instru- 
ments used for determining time by transits of the sun may be 
the ordinary engineer's transit or the altazimuth instruments of 
Chapter III. A prismatic eyepiece will be required if the 
meridian altitude exceeds about 60°. The instrument (and 
striding level, if there be one) should be in good adjustment. 
The instant at which the advancing edge of the sun reaches the 
meridian is noted with the telescope direct, and the instant at 
which the following edge reaches the meridian is noted with the 
telescope reversed, the mean of the two time readings being the 
observer's time of meridian passage. When the telescope is 
reversed it will be necessary to revolve the instrument on ita 
vertical axis, and the telescope must be i^ain brought into the 
plane of the meridian by sighting at the meridian mark as before. 
If the instrument has no striding level the plate bubble parallel 
to the horizontal axis of the telescope is to be kept exactly central 
while each observation is being made. If the instrument has a 
striding level it must not be reversed when the telescope is 
reversed, but the bubble must be kept central, as before, for 
, each observation. If the instrument has three leveling screws 
it should be set with two screws parallel to the meridian and 
the bubble kept central with the remaining screw; if there are 
four leveling screws, place one pair in the meridian and hold the 
bubble central with the other ptur. Time determined in the 
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above manner should not be in error by more than a second with 
an altazimuth instrument, nor by more than a couple of eeconda 
with an engineer's transit. 

The above method is not adapted to precise time determina- 
tions, so that when the larger astronomical instruments are avail- 
able the observations are usually made on the stars. 

103b. Star Transi^ widi Engineering Instruments. The 
instruments used by the engineer for determining tune by star 
transits may be the ordinary transit or the altazimuth instru- 
ments of Chapter III. The instrument {and striding level, if 
there be one) should be in good adjustment. The stars have no 
appreciable diameter, so that only one observation is obtained 
for each star. Since the true time of each star transit will be 
needed in the reductions it is desuable to tabulate these values 
beforehand, in order to be ready to watch for each transit near 
the proper time, as a star occupies only about a minute or two 
in crossing the field of view. As previously explained (Art. 97) 
the sidereal time of transit for each star is the same as its right 
ascension; if the observer's timepiece records mean or standard 
time it will be necessary to reduce the sidereal time of transit 
accordingly, as explained in Art. 100. In order to eliminate instru- 
mental errors the stars are observed in pairs, the two stars of 
each pair having about the same declination; the second star 
of each pair is then observed with the telescope reversed. The 
instructions in the preceding article concerning the reversing and 
releveUng of the instrument must be strictly adhered to. Only 
one result is obtained from each pair of stars, the average true 
time of transit for each pair being compared with the middle 
observed time for that pair to obtain the clock error for that 
instant of time. Not less than three pairs of stars should be 
observed and the results averaged If the clock rate is not known 
the middle times for the several pwra should not differ greatly, 
the average of the error determinations being considered as the 
true value at the average of the middle times. If the clock rate 
is known the several error determinations are first reduced to the 
same instant of time before averaging. 

Selection of stars. If several pairs of stars are observed it 
makes no diEEerence in what order the stars come to the meridian 
so long as they are properly paired in the reductions. If the 
stars are so selected that all the first stars of the several pairs 
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will cross the meridian before any of the second stars, but one 
reversal of the instrument will be required; this will be the case 
if all the first stars have less right ascensions than any of the 
second stars. In order to have ample time between observations 
for releveling, etc., stais should not be selected having right 
ascensions differing by about less than five minutes. Having 
decided on the period of the night during which it is desired to 
make the observations, the mean time for the beginning and end 
of this period must be converted into approximate sidereal time, 
and stars must be selected whose right ascensions lie within these 
limitfi. The approximate sidereal time for any mean time instant 
is found by adding the mean time mterval from the preceding 
noon to the sidereal time of Greenwich mean noon for the same 
date. Stars near either pole are not suitable for tune stars on 
account of their apparent slow movement across the meridian; 
it ia not desirable to use stars whose declination is more than 60° 
either way from the equator. On account of the uncert^ state 
of the atmosphere at low altitudes stars should not be selected 
which will cross the meridian less than 30° above the horizon. Thus 
in 40° north latitude (see Fig, 47, page 166), the horizon will lie 50° 
south of the equator, and hence stars should not be taken lying 
over 20° south of the equator, so that for this latitude the stars 
selected should lie between 60° north declination and 20° south 
declination. The altitude of any star while crossing the meridian 
is readily obttuned when it is remembered that the meridian 
altitude of the equator equals the observer's co-latitude, and that 
the star's distance from the equator is given by its declination. 
A prismatic eyepiece will be required for meridian altitudes 
exceeding about 60°. 

It is best, to use the brightest stars available for the given 
time and place, as it is not easy to identify or observe the fainter 
stars; satisfactory results may be obtained with stars ranging 
from the first (brightest) magnitude to about the fifth magnitude, 
depending on the size of the instrument. A lai^ list of stars 
from which to choose, with all necessary data, will be found 
in the Nautical Almanac. 

103c. Star Transits mth Astronomical Instruments. The 
most accurate determinations of time are made by observing 
star transits with large portable astronomical transits or the 
still larger fixed observatory transits, in conjunction with an 
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aatronomical clock beating seconds or a sidereal chronometer 
beating half seconds. A portable transit is illustrated in Fig. 48. 
A chronograph ia generally used in the observatory, and 
sometimes in the field, for recording the observations. A chrono- 
graph is a clock-like device for moving a sheet of paper uniformly 
under a pen which automatically register* each second as indicated 
by the clock or chronometer; by breaking an electric circuit 
the observer causes the pen to record the star transits on the same 
sheet of paper; the time of transit is then obtained very accurately 
by scaling the distance from the nearest recorded second. When 
the chronograph is not used the observer listens to the chronom- 
eter beats and estimates the time of each transit to the 
nearest tenth of a second. The details of the instruments 
used, and the refinements in the methods of observation 
and computation, are beyond the scope of this treatise, but 
the principles involved are the same as those already given. 
The accuracy attainable is to about the nearest one-himdredth 
part of a second. 

104. Choice of Methods. Though other methods have been 
devised for determining time, those above given are the ones in 
most general use. The engineer may use any of the methods from 
Art. 101 to Art. 1036, inclusive. Engineers generally prefer to 
work in the daytime, taking their observations on the sun. The 
transit may be used, but the sextant is to be preferred. If the 
transit is used the method based on the meridian passage of the 
sun (Art. 103a) is likely to be the most satisfactory, while if the 
sextant is used the method of equal altitudes (Arts. 102, 102a, 
1026) will generally give the best results. Any of the methods 
wiU determine the true time as closely as the engineer will need 
it in any of his operations, 

105. Time Determinaticais at Sea. There are several methods 
of finding local time at sea, the method by single altitudes {Art, 
101) being most commonly used. The object observed may be 
the sun or one of the brighter stars. The observations are made 
with the sextant, the altitudes being measured from the sea 
horizon. This horizon is not the true horizon on account of the 
height of the observer above the surface of the sea and the effects 
of refraction. The result of this condition is to make all measured 
altitudes too large by an angle depending on the height of the 
observer and known as the dip of the horizon. The correction 
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Fig. 48.— Portable Transit. 

From a photograpb loaned by the U, S. C. and G. S 
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for dip is always subtractive, and is in addition to the correctioDS 
required by Art. 101. Its value is given by the formula 

logD= 1.7712700 + i log h, 

in which D is the dip in seconds of arc and h is the observer's 
height in feet above the sea. The latitude required in the for- 
mula of Art. 101 is obtained sufficiently close by dead reckoning 
from the nearest observed latitude. Time at sea may be deter- 
mined in this mamier with a probable error running upwards 
from a few seconds, depending on the circumstances surrounding 
the observations. 

Latitude 

106. General Principles. The latitude of a point on the 
surface of the earth is its angular distance from the equator in a 
meridional plane. In Fig. 49 the ellipse WNES represents a 
meridian section of the earth (Arts. 65, 66, 67), in which NS is 
the polar axis, or minor axis of the elhpse; WE, the equatorial 
diameter, or major axis of the ellipse; n, the position of the 
observer; rd the tangent at n; nl, the normal at n, it being noted 
that the normal at any point n does not pass through the center 
c {except when n is at the poles or on the equator) ; Zn, the direc- 
tion of the plumb line at n, frequently deviating a few seconds 
(Art. 75) from the direction of the normal vl; Z, the zenith, 
or intersection of the direction of the plumb line with the celestial 
sphere (Art. 94). 

Astronomical latitude is the angular distance of the zenith 
from the equator, or the angle between the 'plumb line and the 
equatorial plane. In Fig. 49 the astronomical latitude of the 
point n would be shown by prolonging the line Zn to an intersec- 
tion with the line WE^ the intersection commonly falling slightly 
to one side of the point I and making the angle a few seconds greater 
or less than the angle ^. The latitude as determined by observa^ 
tion is always the astronomical latitude. Latitudes obtained at 
sea are of this kind. 

Geodetic latitude is the angle between the normal and the 
equator; in Fig. 49 the geodetic latitude of the point n is the 
at^e 4>. The geodetic latitude can never be directly observed, 
nor can the deviation of the plumb line be found by direct meaa- 
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urement. If, however, the latitude of the point n be. found 
by computation {Chapter V) from the astronomical latitudes 
measured at various other triangulation stations, and- these 
values be averaged in with its own astronomical latitude, the 
result may he assumed to be free from t^e effects of plumb liue 



_^ 



deviation and to represent the true geodetic latitude. In geodetic 
work geodetic latitude is always understood unless otherwise 



Geocentric latitude is the angle between the equator and the 
radius vector from the center of the earth; in Fig. 49 the geo- 
centric latitude of the point 71 is the angle P. The geocentric 



:.vGoo<^Ic 



188 GEODETIC SUEVEYINC . 

latitude can never be directly observed. It is computed from the 
geodetic latitude by the formula 

tan |3 = "2 tan rf>, 

in which (Art. 69) 

log ^ = 9.9970504 - 10. 

At the equator the geodetic and geocentric latitudes are each 
equal to zero. At the poles they are each equal to 90°. At any 
other point the geocentric latitude is less than the geodetic 
latitude. By the calculus we have, 

tan ^ (for ^ - ^ = max.) = |-, or ^ = 45° 05' 50".21; 



or a maximum difference of 11' 40".42, The popular conception 
of latitude is geocentric latitude, but published latitudes are 
usually astronomical latitudes or geodetic latitudes. 

107. Latitude from Observations on the Sun at Apparent 
Noon. Latitude suEEciently close for many purposes may be 
obtained by measuring the altitude of the sun at apparent noon, 
or the moment when it crosses the meridian. The local mean 
time of apparent noon is found by applying to 12 o'clock (the 
apparent time) the equation of time as taken from the Nautical 
Almanac for the given date, interpolating for the given meridian; 
the corresponding standard time may then be found by Art. 96a. 
If the correct time is not known the altitude is measured 
when it attains its greatest value, which soon becomes evident 
to the observer who is following it up. A good observer can obtain 
an observation on each limb of the sun before there is any appre- 
ciable change of altitude, the mean of the readings being the 
observed altitude for the center; if only one limb is observed 
the reading must be reduced to the center by applying a correc- 
tion for semi-diameter as found in the Nautical Almanac for the 
given date, the result being the observed altitude. In either 
case 'the observed altitude is too lai^e on account of refraction, 
and must be corrected by an ^unount which may be taken from 
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Table VIII for the. given observed altitude. Theoretically all 
solar altitudes are measured too small on account of parallax 
(due to the observer not being at the center of the earth), the 
necessary correction being equal to 8".9 multiplied by the cosine 
of the observed altitude. The correction for parallax is a useless 
refinement with the engineer's transit, but may be applied, if 
desired, when a sextant or altazimuth instrument is used. 

The observation. Single altitudes of the sun may be measured 
with a transit or with an altazimuth instrument, but a pris- 
matic eyepiece will be required if the altitude exceeds about 60°. 
The instrument must be very carefully leveled at the moment of 
taking the observation, and if two readings can be secured the 
second reading should be taken on the other limb of the sun with 
the telescope reversed and the instrument carefully releveled, 
so as to eliminate the instrumental errors. If only one reading 
is secured it should be corrected for index error if one exists. If 
the altitude is not greater than about 60° an artificial horizon 
may be used and the double altitude measured with either of the 
above instruments or a sextant. If a transit or altazimuth 
instrument is used it is not reversed on any of the observa- 
tions, and it must not be releveled between the pointing to 
the sun and the pointing to its reflected image. If a sextant is 
used the correction for index error must be applied. 

The computation. Having applied the appropriate correc- 
tions to the measured altitude, as described above, the true 
altitude of the sun is obtained within the capacity of the instru- 
ment used. This value being subtracted from 90° gives the zenith 
distance of the sun. The declination of the sun is taken from the 
Nautical Almanac for the given date and meridian, and this 
value is the distance of the sun from the equator. Knowing thus 
the distance from the equator to the sun, and from the sun to 
the zenith, an addition or subtraction (as the case, requires) 
gives the zenith distance of the equator, and this value (Art. 106) 
is the observer's latitude. If an ordinary transsit is used the 
latitude thus obtained should be correct to the nearest minute. 
If a sextant or an altazimuth instrument is used the result is 
generally much closer to the truth. Theoretically the result 
should be as accurate as the instrument will read, but there is 
always a doubt as to the precise value of the refraction, and the 
latitude obtfuned is subject to the same uncertainty. 
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108. Latitude by Culminatioa of Circumpolar Stars. Stars 
havii^ a polar distance (90° —declination) less than the observer's 
latitude never set, but appear to revolve continuously around 
the pole, and are hence called circumpolar stars. Such stars 
cross the observer's meridian twice every day, once above the 
pole (upper cubnination) and once below the pole (tower culmina- 
tion). By referring to Fig. 47, page 166, it will be seen that the 
latitude of any place is always the same as the altitude of the 
elevated pole. By observing the altitude of a close circumpolar 
star at either upper or lower culmination, and combining the 
result (minus correction for refraction. Table VIII) with the star's 
polar distance {added for lower culmination, subtracted for 
upper culmination), the altitude of the elevated pole is obtained, 
and hence the observer's latitude. The polar distance must be 
based on the declination for the given date as found in the 
Nautical Almanac. The latitude as thus determined is much 
more reliable than that obtained by solar observations. 

In the northern hemisphere the best star to observe is Polaris 
(a Ursse Minoris), on account of its brightness (2nd mt^nitude) 
and its small polar distance (about 1° 10' in 1911). About the 
middle of the year both culminations of Polaris occur during 
daylight hours, rendering it unsuitable for observation. The next 
best star to observe is 51 Cephei, which also has a small polar dis- 
tance (about 2° 48' in 1911), but whose brightness (5th magnitude) 
is not equal to that of Polaris. As these two ai&rs differ about 
five and one-half hours in right ascension, at least one of them 
must culminate during the hours of darkness. The sidereal time 
■ of upper cubnination for either star is the same as its right ascen- 
sion {the exact value for the given date being taken from the 
Nautical Almanac), and this is converted into mean time by 
Art. 100. By a study of Fig- 50, which shows the arrangement of 
a number of stars in the vicinity of the north pole of the heavens, 
it will not be difficult to identify Polaris and 51 Cephei. The 
polar distances of these stars are so small that but little change 
of altitude occurs when they are near the meridian, so that several 
observations may be obtained and averaged. If the observations 
are taken within five minutes each side of the meridian the error 
in assuming the altitudes unchanging will not exceed 1" with 
Polaris and 2",5 with 51 Cephei, and may be ignored when observ- 
ing with engineerii^ instruments. Within fifteen minutes either 
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way from meridian passf^ the change in altitude (within 1" 
error) may be found, if desired, by multiplying the square of the 
time {in minutes) from cuhnination by 0".044 for Polaris and 
0".104 for 51 Cephei. If this correction is applied it is to be added 
to observations near upper culmination and subtracted from 
observations near lower culmination, to obtain the correspondii^ 
culminating altitude. 

In making the observation thealtitude maybe directlymeasured 
with a transit or an altazimuth instrument. In order to eliminate 
instrumental errors at least two readings should be average^ 
together, one taken with telescope direct and one with telescope 
reversed. The instrument must be releveled after reversing, 
as it is necessary to have the bubbles exactly central at the moment 
each reading is taken. If by any accident only one reading is 
secured it must be corrected for index error, if one exists. The 
two readings should be obtained as near together and as near 
culmination as the skill of the observer will permit; two readings 
not over three minutes each way from the meridian are easily 
obtained. A better result will be obtained if four readings are 
averaged together, taking one direct reading, then two reversed 
readings, wad then one direct reading, both bubbles being kept 
exactly central while taking each reading; this program is 
easily accomplished within five minutes each side of the meridian. 
If an artificial horizon is available it is better to measure the double 
altitude between the star and its image in the mercury, using 
either of the above instruments or a sextant. Angles measured 
with a sextant are always corrected for index error and sometimes 
for eccentricity. If a transit or altazimuth instrument is used the 
double altitude is obtained by reading on the star and then on 
its image, without reversing or releveling between the pointings. 
Two such double altitudes are easily obtained within three minutes 
each way from the meridian, using either of these instrumraits 
or a sextant. Latitudes obtained by the methods of this article 
should theoretically be correct within the reading capacity of 
the instrument, but may be further in error on account of the 
uncertainties of refraction. 

109. Ladtude by Prime Vertical Transits. Stars whose 
declination is less than the observer's latitude apparently cross 
the prime vertical {true east and west vertical plane) twice dur- 
ing each revolution of the earth on its axis. If the time elapsing 
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between the east and west transit of any star is noted the observ- 
er's latitude may be found by com- 
putation. Referring to Fig. 51, P is 
the elevated pole of the celestial 
sphere; PZS', the observer's meridian; 
Z, the observer's zenith; SZS", the 
prime vertical; SS'S", the star's ap- 
parent path; PS, the star's polar 
distance; and PZ, the observer's co- 
latitude. In the spherical triangle 
PZS, rightr-angled at Z, the side PS 
and the angle SPZ are known; the 
side PS being the star's polar distance, 
and the angle SPZ equal to half the 

elapsed time changed to angular units by multiplying by 15. 
Hence, solving for the latitude 0, we have , 




Fig. 51. 



tan d 



tan S 
cos t' 



In this method the uncertainties of refraction are largely elim- 
inated because the times of transit are observed instead of the 
altitudes. The success of the method depends on the precision 
with which the meridian is determined and the prime vertical 
located therefrom, and the accuracy with which the telescope 
,, is made to describe a vertical plane. 

The method, though not much used 
in the United States, is one of the 
best, and with suitable instruments 
and refinements will determine lati- 
tude within a fraction of a second. If 
a close determination of latitude has 
to be made with an altazimuth instru- 
ment without a micrometer eyepiece, 
but which is furnished with a good 
stri dingle vel ,thismethod will probably 
give better results than any other. 

110. Latitude with the Zenith 
Telescope. This method (otherwise 
known as the Harrebow-Talcott 
method) is the one which the U. S. Coast and Geodetic Survey 




Fig. 52. 
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always uses for the precise determination of latitude, the probable 
error of the results being readily kept below a tenth of a second. 
Referring to Fig. 52, page 193, PEP'E' is a meridian section of the 
celestial sphere; PP", the polar axis; EE', the equator; C, the 
observer; Z, the zenith; S and S', two stars with nearly equal 
(within about 15') but opposite meridian zenith distances, and 
with a sufficient difference of right ascension to enable each one 
to be observed in turn as it crosses the meridian. 

Let 4> = EZ = observer's latitude; 

3 = ES = declination of S (from Nautical Almanac) ; 
3'= ES'= declination of S' {from Nautical Almanac); 
z = apparent zenith distance of <S ; 
/= apparent zenith distance of S'; 
r = refraction correction for z (from Table VIII) ; 
r' = refraction correction for 2' (from Table VIII) ; 
then 

z +r = ZS = true zenith distance of S; 
z'+t' = ZS' = true zenith distance of S'; 
whence 

<f> = 3 + z + r 



2^=(a + a') + {z-z') + (r-T')' 
and we have for the latitude 

=m + n + iz~z') + (r ~r')l. 

In this equation the quantities (3 + 3') and (r — r') are known, 
so that it is only necessary to obtain (z— 2') by observation to 
determine the latitude. The quantity (z — z') is the difiference 
between the zenith distances of the two stars S and S', and if 
this quantity is not over about 15' it can be measured with great 
accuracy by means of the zenith telescope {see Fig. 53). The 
instrument illustrated has an aperture of about three inches, 
a focal length of nearly four feet, and a magnifying power of 100. 
The telescope being set at a proper vertical angle for a given pair 
of stars is not changed thereafter, but each star is brought into 
the field of view by revolving the instnunent on its vertical 
axis, and the difference of zenith distance is measured entirely 
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Pig, 53.— Zenith Telescope. 

From > photograph loaned bj the V. 8. C. Bod G. 8. 
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with the micrometer eyepiece. Many pairs of stars are observed, 
and many refinements in observation and computation are required 
in the highest grade of work. For a complete discussion of the 
method the reader is referred to Appendix No. 7, Report for 
1897-98, U. S. Coast and Geodetic Survey. An altazimuth 
instrument with a micrometer eyepiece will give very good 
results by the above method, if used with proper precautions. 

111. Ladtude Determinations at Sea. Many methods have 
been devised for determining latitude at sea. Greenwich time 
may or may not be requh-ed, according to the method used, 
but is generally available from the ship's chronometers. In any 
case the observation consists in measuring with the sextant the 
altitude of one or more of the heavenly bodies above the sea 
horizon. All such altitudes are reduced to the true horizon by 
applying A correction for dip, as explained in Art. 105, this cor- 
rection being in addition to any others which the observation 
requires to determine the true altitude. The most common 
observation for latitude is for the altitude of the sun at apparent 
noon, as explained in Art. 107. The meridian altitude of the pole 
star or other bright star is also often observed, the result in either 
case being worked out as explained for circumpolar stars in 
Art. 108. The error of a latitude determination at sea may range 
upwards from a fraction of a mile, depending on the circumstances 
surrounding the observation. 

112. Periodic Changes in Latitude. It is now Imown that the 
earth has a slight wabbling motion with respect to the axis about 
which it rotates. In consequence of this motion the north and 
south poles do not occupy a fixed position on the surface of the 
earth, but each one apparently revolves about a fixed mean 
point in a period of about 425 days. The distance between 
the actual pole and the mean point is not constant, but varies 
(during a series of revolutions) between about 0",16 (16.3 ft.), 
and about 0".36 (36.6 ft.). As the equator necessarily shifts 
its position in accordance with the movement of the poles, it 
follows that the latitude at every point on the surface of the earth 
is subject to a continual oscillation about its mean value, the 
successive oscillations being of different extent and ranging from 
0".16 to 0".32 each way from the middle. In precise latitude 
work, therefore, the date of the determination is an essential 
part of the record. 
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Longitude 

113. General Princ^les. The longitude of any point on the 
surface of the earth is the angular distance of the meridian of that 
point from a given reference meridian, being positive when reckoned 
westward and negative when reckoned eastward. The meridian 
of Greenwich has been universally adopted (since 1884) as the 
standard reference meridian of the world, but other meridians 
(Washington, Paris, etc.) are often used for special work. Since 
time is measured by the uniform angular movement of the earth 
on its axis (west to east), it follows that longitude may be 
expressed equally well in either angular units or time units. As 
360° of arc correspond to twenty-four hours of time (mean or 
sidereal, Art. 95), the change from the angular to the time system 
is evidently made by dividing by 15, and vice versa; thus the 
lonptude of Washington west from Greenwich may be written 
as 77° 03' 56".7, or S*" 08" 15^78, as preferred. At the same 
absolute instant of time the true local tune of any station differs 
from the true local time of any other station by the angular 
divergence (expressed in time units) of the meridians of these 
two stations; the difference of longitude of any two stations, 
therefore, is identical with the difference of local time. At the . 
same instant of time, the difference between the local mean time 
and the sidereal time at any station is the same for all points in 
the world, so that the difference of local time between any two 
given stations is always numerically the same whether the com- 
parison is based on local mean time or sidereal time. From the 
nature of the case, it is evident that standard time (Art. 96a) 
bears no relation to the longitude of a station. 

Longitude as describe above is geodetic l<mgUitde. Longitude 
obtained from observations on heavenly bodies, or astronomical 
hfiffitude, is identical with geodetic longitude except where local 
deviation of the plumb line (Art. 75) exists. The geodetic long- 
itude of a point can never be directly observed, nor can the devia- 
tion of the plumb line be found by direct measurement. If, 
however, the longitude of any point be found by computation 
(Chapter V) from the astronomical longitudes measiu'ed at 
various other triangulation stations, and these values be averaged 
in with its own astronomical longitude, the result may be assumed 
to be free from the effects of plumb line deviation and to represent 
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the true geodetic longitude. In geodetic work geodetic longitude 
is always understood unless otherwise specified. 

The longitude of any given point is ordinarily obtained by 
finding how much it differs from that of some other point whose 
longitude has already been well determined. The finding of 
this difference of lon^tude is essentially the findii^ of the dif- 
ference of local time between the two points, the westerly 
point having the earliest time, and vice versa. The local time 
is found by the methods heretofore given, and the comparison 
is made as about to be explained. 

114. Difference vi Longitude by Special Methods. These 
methods are rarely used any more, but are of conaderabie scientific 
interest, and hence are here briefly mentioned. 

By special phentmiena. Certain astronomical phenomena, 
such as the eclipses of Jupiter's satellites, occur at the same instant 
of time as seen at any pouxt on the earth from which they may 
be visible. These eclipses usually occur several times in the course 
of a month, the Washington mean time of the event being given 
in the Nautical Ahnanac. The observer notes the true local time 
at which the eclipse occurs, the error and rate of his timepiece 
having been previously determined. The difference between 
the Washington mean time and the local mean time of the eclipse 
is the observer's longitude from Washington. Eclipses of the 
moon may also be used in the same manner. Longitude obtained 
by these methods is apt to be several seconds of time in error, 
or a minute or more in arc. 

By flash signals. Two observers, having obtained their own 
local time by proper observations, may each note the reading of 
their own clock at the same instant of time, this instant being 
determined by an agreed agnal visible to both. Such a signal 
may be the flash of a heliotrope by day, or any suitable light 
signal by night. The difference of local time is then the diEEerence 
of lonptude. The error by this method may be kept below a 
second of time by averaging the results of a number of signals. 
This method usually requires one or more intermediate stations 
to be established to overcome the lack of intervisibility, and is 
generally an expensive one. 

116. Longitude by Lunar ObservatioDS. If an observer notes 
his true local time (expressed aa mean time) for any particular 
position of the moon, and obtains from the Nautical Almanac 
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the Greenwich mean time when the moon occupied such a posi- 
tion, the longitude from Greenwich is given by'the corresponding 
difference of time. Many methods have been devised on this 
basis, requirii^ laborious computations in their application, and 
in many of the methods not leading to very accurate results. 
Lunar methods are therefore not generally used except on long 
sea voyages or long exploration trips. A few of the methods are 
given below, but only in the roughest outline. 

By lunar distances. The angle between a star, the center 
of a planet, or the near e<^e of the sun, and the illuminated edge 
of the moon may be measured by a sextant, and reduced to 
what it would have been if it had been observed at the center of 
the earth and measured to the center of the moon. The Green- 
wich'time of this position can be determined from the Nautical 
Almanac and compared with the local time at which the observa- 
tion was made. The accuracy attMnable is about five seconds 
of'time. 

By lunar culminaiions. The local time of meridian passage 
of the moon's illuminated limb may be noted, expressed as sidereal 
time and corrected for semi-diameter, giving the moon's right 
ascension at the given instant, and Greenwich mean time for 
this value of the right ascension be compared with the observed 
local time. The aoruracy attainable is about five seconds of time. 

By lunar occuUations. The occultation (covering) of a star 
by the moon may be observed, noting the local time of Immersion 
(disappearance), or emersion (reappearance), or both, in which 
case the apparent right ascension of the corresponding edge of 
the moon at the given mstant is the same as the right ascension 
of the given star. When proper correction has been made for 
refraction, parallax, semi-diameter, etc., the true right ascension 
becomes known for the given instant, and the corresponding 
Greenwich time is compared as before with the local observed time. 
This method, with the exception of telegraphic methods, is one of 
the best that is known for longitude work. When a number 
of such determinations are averaged together, an accuracy approx- 
imating a tenth of a second of time is attainable. 

116. Difference of Longitude by the Transportation of Chro- 
nometers. When this method is used a number of chronometers 
(from 5 to 50) are carried back and forth (from about 5 round trips 
upwards) between the two points whose difference of longitude 
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is desired. On reachii^ each station the traveling chronometers 
are compared with the local chronometers. The errors of the 
local chronometers are determined astronomically at or near 
the time of comparison. The various values thus obtained for the 
difference of time between the two stations are averaged together 
and the result taken as the difference of lon^tude. Owing to 
the fact that each round trip furnishes two determinations that 
are oppositely affected by similar errors, and ^so to the refinements 
of method and reduction that are used in practice, the errors 
due to chronometer rates and irregularities are largely eliminated 
from the average result. The accuracy attainable (in time units) 
may range between a few tenths of a second and less than a single 
tenth of a second, depending on the distance between stations, 
the number of trips made, and the number of chronometers 
transported. Longitude determinations by this method are now 
rarely made, except where telegraphic connection is not available. 
In order to make an accurate comparison of two mean time 
chronometers each one is independently compared with the same 
sidereal chronometer, and two sidereal chronometers are sim- 
ilarly compared by mutual reference to a mean time chronometer. 
Sidereal chronometers contmually gain on mean time chronom- 
eters, the beats or ticks (half seconds) gradually receding from and 
approaching a coincidence that occurs about every three minutes. 
When the beats exactly coincide the chronometers differ precisely 
by the value in half seconds indicated by the subtraction of their 
face readings. As the ear can be trained to detect a lack of coin- 
cidence as small as the one-hundredth part of a second, a com- 
parison can be made with this degree of precision. 

117. Difference of Longitude by Telegraph, Where tele- 
graphic connection can be established between two stations it 
furnishes the beat means of exchanging time signals, both on 
account of the great accuracy attainable and the comparative 
inexpensiveness. Difference of longitude obtained in this manner 
can be made more accurate than is possible by any other known 
method. The lines of the telegraph companies ramify in all 
directions, and the temporary use of a suitable wire can usually 
be obtained at reasonable cost, so that it is only necessary to 
erect short connecting lines between the observing fitations and the 
telegraph stations. The most important applications of the 
method are as outlined below. 
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By standard time signals. This method furnishes a quick 
means for an approximate longitude determinatioii. Standard 
time can be obtained at any telegraph station with a probable 
error of less than a second. The observer'8 true local mean time 
is obtained by any of the simpler methods of observation. The 
difference of these times is the difference of longitude between 
the given standard time meridian and the meridian of the ob- 
server's station. 

By star signals. The difference of longitude of any two 
stations is identical with the sidereal time which elapses between 
the transit of any given star over the meridian of the easterly 
station, and the transit of the same star over the meridian of the 
westerly station; bo that it is only necessary to observe how long 
it takes for any star to pass between the meridians of two stations 
to know their difference of longitude. In making use of this 
principle a chronograph (Art. 103c) is placed at each station, 
and these chronographs are connected by a telegraph line, A 
break-circuit chronometer, which may be placed anywhere in 
this line, records its beats on both chronographs. As the selected 
star crosses the meridian of the easterly observer he records this 
instant of time on both chronographs by tapping his break- 
circuit signal key. When the same star crosses the meridian of the 
westerly observer he likewise records this new instant of time 
on both chronographs. Each chronograph, therefore, contains 
a record of the time between transits, but the records are not 
identical, as it takes time for the signals to pass between the 
stations; in other words, each signal is recorded a little later on 
the distant chronograph than it is on the home chronograph. 
The record of the easterly chronograph thus becomes too great, 
and the record of the westerly one correspondingly too small; 
but the mean of the two records eliminates this error and gives 
(when corrected for chronometer rate) the true difference of 
longitude between the' stations. In actual work the transits of 
many stars are observed at each station, so as to obtain an average 
value for the difference of longitude. The accuracy attainable 
is about 0.01 of a second of time. This method is one of the 
best, and was formerly largely used by the Coast Smvey, The 
objection to the method \i the difficulty of securing the monopoly 
of the telegraph line during the long period while the observa- 
tions are in progress, so that it is no longer much in use. 
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By arbitrary signals. This is the standard method of the 
Coast Survey at the present time, and requires the use of the 
telegraph line for only a few minutes during an arbitrary period 
{previously agreed upon) on each night that observations are in 
progress. In this method a chronometer and chronograph are 
installed at each station, and each chronometer records its beats 
on the home chronograph only. Each observer makes his own 
time observations, which are likewise recorded on his own chrono- 
graph alone. Observations at each station are taken both before 
and after the exchange of signals in order to determme the cor- 
responding chronometer's rate as well as its error. As far as 
possible the same stars are observed at each station, in order 
to avoid introducing errors of right ascension. In the most 
precise work the observers exchange places on different nights, 
in order to eliminate the effects of personal equation, and numerous 
other refinements are introduced. The chronc^aph sheet at 
each station enables the true time at that station to be computed 
for any instant within the range of the record, and the difference 
of these true times at any one instant of time is the difference of 
longitude between the stations. The whole object of the exchange 
of signals, therefore, is to identify the same instant of time on 
both chronc^aph sheets. At the agreed time for the exchange 
of signals the two stations are thrown into circuit with the main 
telegraph line, with connections so arranged that signals (momen- 
tary breaking of circuit) sent by either station are recorded on 
both chronographs. No signal, however, is recorded at exactly 
the same instant at both stations, on account of the time required 
for its passage between them. The difference of longitude as 
based on the signals from the western station is hence too large, 
and that based on the eastern station's signals correspondingly 
too small. The mean of the two values is taken as the true 
difference of lon^tude, while the difference of the two values 
represents double the time of signal transmission. In the Coast 
Survey program two independent sets of ten pEurs of stars 
each are observed on five successive nights, the observers then 
exchanging places and continuing the observations in the same 
manner for five more nights. Signals are exchanged once each 
night at about the middle time for the work of both stations, 
the western station sending thirty signals at intervals of about 
two seconds, followed by thirty similar signals from the eastern 
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station. These signals were formerly sent by the chronometers, 
but are now sent by tapping a break-circuit signal key. The 
accuracy attainable, as in the caae of star signals, is about 0.01 
of a second of time. 

118. Longitude DetenninatloDS at Sea. Every seagoing vessel 
carries one or more chronometers, the error and rate of each being 
determined before leaving port, so that the Greenwich time of 
any instant is always very closely known. The local time for 
the ship's position having been determined for any instant 
(Art. 105), and the corresponding Greenwich time being obtained 
from the chronometers, it is only necessary to take the difference 
of these times to have the ship's longitude from Greenwich, 
The result thus obtained is expressed in time units, but is readily 
converted into angular units by multiplying by 15 (Art. 113), 
In case of fwlure of the chronometers, longitude at sea can still 
be determined in a number of ways not requiring a previous 
knowledge of Greenwich time, such as the method of lunar dis- 
tances (Art. 115). Discussions and explanations of these methods 
can be found in all works on Navigation and Nautical Astronomy. 
A longitude determination at sea may be in error from a fraction 
of a mile to a number of miles, depending on the surrounding 
circumstances. 

119. Periodic Changes in Lon^tude. As expl^ned in Art. 112, 
the poles of the earth are not fixed in position, but each one 
apparently revolves about a mean point in a period of about 425 
days, the radius-vector varying (during a series of revolutions) 
between about 0".16 and 0".36. The result of this shifting of 
the poles is to cause the longitude of any point to oscillate about 
a mean value, the amplitude of the oscillation depending on the 
location of the point. In precise longitude work, therefore, the 
date of the determination is an essential part of the record. 

AZttJUTH 

120. General Principles. By the azimvih of a line (or a 
direction) from a given point is meant its angular divergence from 
the meridian at that point, counting clockwise from the south 
continuously up to 360". From any intermediate point on a 
straight line the azimuths towards the two ends always differ by 
exactly 180°, so that in any case it is only necessary to determine 
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the azimuth in one direction. In passing along a str^ght line 
the azimuth varies continuously from point to point, unless the 
line be the equator or a meridian. The cause of this change and 
the methods for computing it are explained in detwl in Arts. 68 
to 73, inclusive. The following articles are concerned solely 
with the determination of azimuth (and hence of the meridian) 
at any one given point. 

Geodetic azimuih is that in which the angular divei^ence from 
the meridian is measured in a plane which is tangent to the 
spheroid at the given point. Azimuth obtained from observations 
on heavenly bodies, or astronomical az muth, is identical with 
geodetic azimuth except where local deviation of the plumb hne 
(Art. 75) exists. The geodetic azimuth of a line from a given 
pouxt can never be directly observed, nor can the deviation of 
the plumb hne be found by direct measurement. If, however, 
the aaimuth of a line from a given point be found by computa- 
tion {Chapter V) from the azimuth determinations made at 
various other triangulation stations, and these values be averaged 
in with the observed value, the result may be assumed to be free 
from the effects of plumb line deviation and to represent the true 
geodetic azimuth. In geodetic work geodetic azimuth is always 
understood unless otherwise specified. 

121. The Azimuth Mark. This is the signal which gives the 
direction of the line whose azimuth is being determined. An 
azimuth mark should not be placed less than about a mile from 
the observer, otherwise a change of focus will be required between 
the heavenly body and the mark. Experience has shown that 
refocussing during an observation is very undesirable. When 
azimuth is obtained by solar observations any of the usual day- 
time signals (Art. 19) may be used, being located at a special 
azimuth point or a regular triangulation station as circumstances 
may require. When azimuth is obtained by stellar observations 
a special azimuth point is generally located one or more miles 
from the instrument. The azimuth mark should be mounted 
on a post or otherwise raised about five feet above the ground, 
and generally consists of a bull's-eye lantern enclosed in a box 
or placed behind a screen, a small circular hole being provided 
for the light to pass through on its way to the observer. If the 
diameter of the hole does not subtend over a second of arc (0.3 
of an inch per mile) at the eye of the observer, the light wiU 
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closely resembIS a star in both apparent size and brilliancy, which 
is the object sought. The face of the box or screen is often punted 
with stripes or other design so that it may also be observed in the 
daytime. 

122. Azimutti by Sun or Star Altitudes. The altitude of any 
heavenly body as seen by an observer at a given point is con- 
stantly changing, each different altitude corresponding to a par- 
ticular azimuth which can be computed if the latitude and longi- 
tude are approximately known. For the degree of accuracy 
sought by this method it is sufficient to know the latitude to the 
nearest minute and the loi^tude within a few degrees. The 
difference in azimuth of any two lines from the same point is 
always exactly the same as their ai^ular divergence. If, therefore, 
the horizontal angle between the azimuth mark and the given 
heavenly body is measured at the same moment that the altitude 
is taken, the azimuth of the line to the azimuth mark is obtained 
by simply combining the computed azimuth of the heavenly body 
with this measured horizontal angle. The observation may be 
made with a transit or an altazimuth instrument. The probable 
error of a single determination should not exceed a minute of 
arc with the ordinary ei^ineer's transit, nor a half minute with the 
larger instruments. The actual error may be larger than the 
probable error on account of the uncertainties of refraction. 

122b. Making the Observation. The best time for making 
an observation on the sun is between about 8 and 10 o'clock in 
the morning and 2 and 4 o'clock in the afternoon. The sun should 
not be observed within less than two hours of the meridian 
because its change in azimuth is then so much more rapid than 
its change in altitude; nor when it is much more than four hours 
from the meridian on account of the uncertain refraction at low 
altitudes. In the latitude of New York it is not desirable to 
observe the sun for azimuth in the winter time because its dis- 
tance from the prime vertical during suitable hours results in such 
a rapid movement in azimuth as compared with its movement 
in altitude. Star observations may be made at any hour of the 
night, selecting stars which are about three hours from the meridian 
and near the prime vertical, and hence changing but slowly in 
azimuth as compared with the change in altitude. The observa- 
tions are made in sets of two, taking one reading with the tele- 
scope direct and the other with the telescope reversed, the mean 
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horizontal and the mean vertical angle constitutihg the observed 
values for that set. Several independent sets should be taken and 
separately reduced, the mean of the resulting azimuths being the 
most probable value. The instrument should be in perfect 
adjustment and be leveled up with the long bubble or the striding 
level, and should not be releveled except at the beginning of each 
set. The center of the sun is not directly observed, but the read- 
ing is taken with the image of the sun tangent to the horizontal 
and vertical hairs. A complete set is made up as follows : Sight 
on the mark and read the horizontal circle; unclamp the upper 
motion and bring the sun's image tangent to the horizontal and 
vertical hiurs in that quadrant where it appears by its own motion 
to approach both hairs; note the time to the nearest minute and 
read both circles; unclamp the upper motion, invert the telescope, 
and bring the sun's image tangent in that quadrant where it appears 
to recede from both hturs; note the time and read both circles; 
unclamp the upper motion, sight on the mark and read the hori- 
zontal circle. A star set is taken In the same manner except that 
in each pointing the image of the star is bisected by both hairs. If 
the instrument does not have a full vertical circle the telescope 
is not inverted between the observations, but an index correction 
must be applied to the observed altitudes. The values used in the 
computations of the next article are those which correspond to 
the center of the observed object. If for any reason only one 
observation is secured on the sun, thus leaving the set incomplete, 
the observed altitude is reduced to the center by applying a 
correction for semi-diameter, and the observed horizontal angle 
is reduced to the center by applying a correction found by divid- 
ing the semi-diameter by the cosine of the altitude. The semi- 
diameter is taken from the Nautical Almanac for the given 
time and date, and the correction is added or subtracted 
in accordance with the particular limb of the sun which was 
observed, 

122b. The Computation. It is best to reduce each set inde- 
pendently and average the final results. The observed altitude 
must first be reduced to the true altitude. The apparent altitude 
of all heavenly bodies is too large on account of refraction, the 
required correction being found in Table VIII. The apparent 
altitude of the sun is also too small on account of parallax, the 
amount being equal to 8" .9 multiplied by the cosine of the 
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observed altitude, but this correction is so small it would seldom 
be applied in this method. 

In the polar triangle ZPS, Fig. 47, page 166, the three sides are 
known. ZP, the co-latitude, is found by subtracting the observer's 
latitude from 90°. PS, the polar distance or co-declination, is 
found by subtracting the declination of the observed body from 
90°, In the case of the sun the declination is constantly changii^ 
and must be taken for the given date and hour (the time being 
always approximately known). The sun's declination for Green- 
wich mean noon is given in the Nautical Almanac for every day 
in the year, and can be interpolated for the Greenwich time of 
the observation; the Greenwich time of the observation differs 
from the observer's time by the difference in longitude in hours, 
remembering that for points west of Greenwich the clock time 
is earlier and vice versa. ZS, the co-altitude, is found by sub- 
tracting the true (reduced) altitude of the observed body from 90°. . 
Using the notation of Fig. 47, we have from spherical trigonometry, 

sin 3 ~ cos 3 sin ^ -I- sin z cos <f> cos A , 

whence 

, sin 5 — cos 3 sin th 

cos A = — — 1 — -; -, 

sm 3 cos <f> 

which for logarithmic computation is reduced to the form 

_. I to8 ^[3 +(<!> + d)] sin i[z + (^ - d)] 
tan M A/eos ^[^ _ (^ + 3)] sin i[z - (4> - d)y 

The value of A thus found is the azimuth angle (from north 
branch of meridian) of the given heavenly body at the moment 
of observation. If the observed body was east of the meridian 
its azimuth (from the south point) equals 180° + ^ ; if west of 
the meridian, 180° — A. The azimuth of the azimuth mark is 
then found by combining the azimuth of the observed body with 
the corresponding angle between the azimuth mark and the 
observed body, the combination being made by addition or 
subtraction as the case requires. 

123. Azimuth from Observations on Circumpolar Stars. The 
simplest and most accurate method of determining azimuth is 
by suitable observations on close circumpolar stars, furnishing 
any desired degree of precision up to the highest attainable. In 
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northern latitudes the beet avdlable stars are a Urese Minoris 
(2nd magnitude), S Ursse Minoris (4th magnitude), 51 Cephei 
{5th mf^mtude), and A Ursffl Minoris (6th magnitude). Of these 
four a Ursae Minoris, commonly known as Po arts, is usually 
chosen by engineers on account of its brightneaa, the other three 
being barely visible to the naked eye. The four stars named may 
be identified by reference to Fig. 50, page 191. 

Owing to the rotation of the earth on its axis the azimuth 
of any star, as seen from a given point, is constantly changing, 
but the value of the azimuth may be computed for any gjven 
instant of time when the position of the observer is known. The 
most favorable time for the observation of a close circumpolar 
star is at or near elongation (greatest apparent distance east or 
west of the meridian), as its motion in azimuth is then reduced 
to a minimum; but entirely satisfactory results may be obtained 
from observations taken at any time within about two hours 
either way from elongation ; the only point involved is that time 
must be known with increasing accuracy the greater the interval 
from elongation, in order to secure the same degree of precision 
in the azimuth determination. In any case the actual observation 
consists in measuring tha horizontal angle between an azimuth 
mark and the given star, and noting the time at which the star 
pointing is made. The azimuth of the mark is then obtained 
by combining the measured angle (by addition or subtraction 
as the case requires) with the computed azimuth of the star. 
The details of the observation will depend on the instrument 
av^lable and the degree of precision desired in the result. The 
instruments used may be the ordinary engineer's transit, the 
lai^r transits equipped with striding levels, the repeating instru- 
ment, or the direction instrimient. Close instrumentaJ adjusts 
ments are necessary for good work. The methods ordinarily 
used are the direction method, the repeating method, and the 
micrometric method. Certain formulas enter more or less into 
all the methods. 

123a. Fundamental Formulas. The following symbols are 
involved in the formulas as here given: 

A = azimuth of star (at any time) from north point, 

+ when east, — when west; 
At = azimuth of star at elongation; 



:.vGoo<^Ic 



ASTRONOMICAL DETERMINATIONS 209 

Ao = azimuth of star at mean hom' angle of n pointings; 
n = numberof pointings to star; 

t = hour angle of star (at any time), + when star is 
west, — when east, or may be counted westward up 
to 24 hours or 360°; 
U = hour angle of star at elongation; 
Jt = interval of any one hour angle from the mean of 

n ffven hour angles; 
C = curvature correction in seconds of arc; 
D = correction for diurnal aberration in seconds of arc; 
De = ditto for a close circumpolar star at elongation; 
<l> = latitude, + when north, — when south; 
d = declination of star, + when north, — when south; 
A« = azimuth of mark from north point, + to east, 
— to west; 
Z = azimuth of mark from south point; 
A = mean altitude of star; 

d = value of one division of bubble tube in seconds; 
w, w', etc. = reading of west end of bubble tube when sighting 
on star; 
W = mean value of w, w', etc.; 
e, e', etc. = readings of east end of bubble tube when sighting on 
star; 
E = mean value of e, e', etc.; 
: 6 = mean inclination of telescope axis in seconds when 

sighting on star; 
X = angle correction in seconds due to inclination of 

telescope axis; 
« = star's right ascension; 
S = sidereal time at any instant; 
S, = sidereal time of star's elongation, 
a. Hour angle at any instant. The hour angle of a star 
(in time units) at any instant of sidereal time is given by the 
formula 

t = S -a. 

The corresponding value of t in angular units is obtfuned 
(Art. 95) by multiplying by 15, The particular unit in which ( is 
to be expressed is always apparent from the formula in which it 
occurs. If local mean time or standard time is used it must be 
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reduced to 8idereal time (Art. 99) before being used in the formula 
tort. 

b. Hour angle at elongation. In the polar triangle ZPp, 
Fig. 47, page 166, p may be taken to represent Polaris or any 
other star at elongation, or greatest apparent distance from the 
meridian for the observer whose zenith is at Z. In this triangle 
the side PZ is the observer's co-latitude, the side Pp is the star's 
co-declination, and the angle Z-pP equals 90° on account of the 
tangency at the point p. Solving for the angle ZPp, or the star's 
hour angle at elongation, we have 

tan <f> 
° tan S' 



cos te = 



c. Time of elongation. Having found U from the formula 
in (b), the sidereal time of eloi^ation is given by the formulas 

iSg = a + (g {western elongation), 
Sg = ot — (g (eastern elongation). 

The sidere^ time thus obtfuned is changed to local mean time or 
standard time by Art, 100 when so desired. 

d. Azimuth ai elongation. If the above triangle (b) be solved 
for the angle PZp, or the star's azimuth at elongation, we have 

. . sin polar distance cos d 

sm A, = — , ... . = 7-. 

cos latitude cos ^ 

e. Reduction to elongation. If the angle between the azimuth 
mark and a close circumpolar star is measured within about 
thirty minutes either way from elongation, the measured angle 
may be reduced very nearly to what it would have been if measured 
at eloi4;ation by applying the following correction: 

-D 



The quantity ((, — () is equivalent to the sidereal time interval 
from elongation, and may be substituted directly without com- 
puting the hour angle represented by t. . If the mean or standard 
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time interval is thus used the value which the formula gives for 
{A,- A) must be increased by yj-j part of itself. 

/. Azimuth at any hour angle. If the star is observed at any 
other hour angle than that which corresponds to elongation, a polar 
triangle will be formed similar to ZPp, Fig, 47, page 166, but 
with all the aisles oblique. la this case the azimuth A at the 
given hour angle t ia given by the formula, 

, . sin i 

tan A = ;......... — —^ ^ 

sin <p cos ( — cos p tan o 

cot. a eec <j> sin t 
1— cot d tan A cos t 



■ cot d sec ^ sin d 



a — cot 3 tan ^ cos (. 



;t^)' 



g. The curvatwe correction. If a series of observations are 
taken on a star the hour angle and corresponding azimuth must 
oecessarily be different for each pointing. The mean value of 
such azimuths ia frequently desired, and may of course be found 
by computing each azimuth separately and averaging the results. 
The same value, however, may be obtained much more simply 
by computing the azimuth corresponding to the mean of the 
several, hour angles, and then applying the so-caUed curvature 
correction to reduce this result to the mean azimuth desired. 
The reason that such a correction is required is because the motion 
of a star in azimuth is not uniform, but varies from zero at elonga- 
tion to a maximum at culmination. In the case of a close circum- 
polar star, and a series of observatioiK not extending over about 
a half hour, the curvature correction is given by the formula 

C = tan An-ij : T7T — , 

n sm 1" ' 
in which Jt is expressed in angular value, or 
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in which M is expressed in sidereal seconds of time. If Jt is 
expressed in mean-time seconds the value of C thus obtained 
must be increased by yiir part of itself. 



logp 



- flin 1" = 6.7367275 - 10. 



The sign of the curvature correction C is known from the fact that 
the true mean azimuth always lies nearer the meridian than the 
azimuth that corresponds to the mean hour angle. From the 
nature of the ease it is evident that the several values of Jt in 
time units may be obtained directly from the observed times 
(without changing them to hour angles) by taking the differences 
between each observed time and the mean of all the observed times, 
ft. Correction for inclinaiion of telescope axis. If the axis 
of the telescope is not horizontal the line of sight will not describe 
a vertical plane when the telescope is revolved on this axis, and 
hence the measured angle between the star and the mark will be 
in error a corresponding amount. The inclination of the axis 
is found from the readings of the striding level. If the level is 
reversed but once the usual formula is 

b = ^[(w + w/) - (e + e')]; 

but if the level is reversed more than once it is more convenient 
to write 

So far as the present purpose is concerned these formulas are 
equally applicable whether the level is actually reversed on the 
pivots, or reversed in direction because the instrument is turned 
through 180°. In one case the value obtained ia the actual 
average inclination of the axis, while in the other case it is the 
net inclination. By the east or west end of the bubble tube is 
meant literally the end which happens to be east or west when the 
reading is taken. The correction required on account of the 
inclination 6, due to the altitude of the star, is 

X = h tan ft. 
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The value of x thus obtained is to be aubtracted algebraically 
from the computed azimuth of the mark. Ordinarily a similar 
correction for inclination due to altitude of mark is not required, 
as the mark is generally nearly in the horizon of the instrument. 
If, however, the angular elevation (+ altitude) or depression 
( — altitude) of the mark is reasonably large, the striding level 
should be read when pointing to the mark and a similar correction 
computed. In this case the correction is to be added algebraically 
to the computed azimuth of the mark. 

i. Correction for diurnal aberration. Owing to the rotation 
of the earth on its axis and the aberration of light thereby caused, 
the apparent position of any star is always more or less east of 
its true position, the amount of the displacement depending on 
the position of the observer and the position of the star. A 
corresponding correction is required for all azimuths based on 
the measurement of a horizontal angle between a mark and a 
star, and is given by the formula 

COS k 

which for a close circumpolar star at elongation reduces to 
i>s=0".32 cos A. 

In obtaining azimuth from a north circumpolar star it is evident 
that the azimuth of the mark (counting clockwise from either 
the north or south point) must be increased by the amount of 
the above correction. 

j. Reduction of azimuth to south point. In making azimuth 
determinations by observations on north circumpolar stars it is 
customary to refer all results to the north point until the azimuth 
of the mark is thus expressed. The azimuth of the mark from the 
south point is then given by the formula 
Z - 180^ + A„, 

in which proper regard must be had to the negative sign of A„ if 
it is taken counter-clockwise. 

123b. Approximate Determinations. It is frequently desirable 
to make approximate determinations of azimuth, either because 
the work in hand does not call for any greater accuracy, or as a 
preliminary to the more accurate location of the meridian. Such 
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determinations may be made by measuring sun or star altitudes, 
as explained in Art. 122, but observations on Polaris (or other 
circumpolar stars) give more reliable results without any increase 
in either field or office labor. The ordinary engineer's transit 
may be used for such work, and with proper care will give correct 
results within the smallest reading of the instrument. Since 
the observation is best made at or near elongation the time of 
elongation (c, Art. 123a) is computed beforehand, so that proper 
preparation may be made. Assuming the instrument to be in 
good adjustment and carefully leveled, the observation consists 
in reading on the mark with telescope direct, reading on the star 
with telescope direct, reading on the star with telescope reversed, 
and ending with a reading on the mark with telescope reversed. 
The lower motion must be left clamped and all pointings made with 
the upper motion alone. The instrument must not be releveled 
during the set. Both plate verniers should be read at each pointing. 
The four pointings should be made in close succession, but with- 
out undue haste or lack of care. If the observation is being made 
at eloi^ation the first pointing to the mark is made a few minutes 
before the computed time of elongation, and the two star point- 
ings as near as may be to the time of elongation. If time is not 
accurately known the star is followed with the telescope until 
elongation is evidently reached, when the necessary observations 
are quickly taken. For five minutes each side of elongation the 
motion of the star in azimuth is scarcely perceptible in an engineer's 
transit. If the observations are not taken at elongation time must 
be accurately known and read to the nearest second at each star 
pointing. The observations having been completed the mean 
angle between the mark and the star is obtained from the four 
readings taken, and it only remains to compute the mean azimuth 
of the star to know the azimuth of the mark. If the star point- 
ings were made within about ten minutes either way from elonga- 
tion the azimuth of the star may be taken as equal to its azimuth 
at elongation {d, Art. 123a). If the star pointings were made 
within about a half hour either way from elongation the angle 
between the mark and the star may be reduced to what it would 
have been at elongation by use of the formula for reduction to 
eloi^ation (e, Art. 123(i), the quantity {i«— being taken as 
the angular value of the time interval between the time of elonga- 
tion and the average time of the star pointings. If the observa- 
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tions are taken over about a half hour from elongation it is better to 
compute the true azimuth of the star for the average time of the 
star pointings {/, Art. 123a). 

123c. The Direction Method. In this method the angle 
between the mark and the star is measured with a direction 
mstmment (Arts. 42-^7), the process being substantially the same 
as there described for measuring angles between triangulation 
stations. Owing to the fact that the star is in motion during the 
observations, however, the angle being measured is constantly 
chai^ng, and the reductions must be correspondingly modified. 
Owing to the altitude of the star serious errors are introduced 
by any lack of horizontality in the telescope axis, and a cor- 
responding correction mudt be made in accordance with the read- 
ings of the striding level. If the mark is more than a few degrees 
out of the horizon a similar correction will be required for the same 
reason. The observations may be made at any hour angle, good 
work requiring time to be known to the nearest second. A good 
prc^am for one set is to read twice on the mark with telescope 
direct; then read twice on the star with telescope direct, noting 
the exact time of each pointing and the reading of each end of 
the striding level at each pointii^; then read twice on the star 
with telescope reversed, noting time and bubble readings as 
before; then read twice on the mark with telescope reversed. 
The striding level is left with the same ends on the same 
pivots throughout the observations. The mean azimuth of the 
star for the four pointing is then found by computing the 
azimuth corresponding to the average time of these pointings 
(/, Art. I23a), and then applying the curvature correction 
{g, Art. 123o). The apparent azimuth of the mark is then found by 
combining the computed star azimuth with the mean measured 
angle. The true azimuth of the mark {as given by this set) is 
then found by applying to the apparent azimuth the level cor- 
rection and the aberration correction (ft and t, Art. 123a), and 
reducing the result to the south point (j, Art, 123a). By taking 
a number of seta each night for several nights, and averaging 
the different results, a very close determination of, azimuth 
may be secured. With skilled observers the probable error of a 
single set should not exceed about a half a second of arc, and this 
may be reduced to a tenth of a second by averaging about twenty- 
five sets. 
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EXAMPLE.— AZIMUTH BY DIRECTION METHOD *— RECORD 



Station; Mount Nebo, Utah, 
Instrument: 20-in. Theodolite No. 5. 
Star: Polaris, near lower culmination. 



Date: July 21, 1887. 

Observer: W. E. 

Podtion X. 



Object. 


Tim"; 


s 


Mio. 


Cirele Re»dlnB. 


Levels and 


" 


' 


T 


" " 


Meui 


H: 


Cor'd 
Mean 




h. m. •. 






















Ai. mark 




° 


1 


'" 


" 


Is 


1:1 










20.6 


le.i 


A«. mark 


.5 06 47.0 


D 


1 
1 


140 


as 

OS 


32* 


HI 


19.8 


-0.2 


19.6 


43 .'5 27,0 


ao-4 

60;7 


19.2 

43 -S 
69 .2 














60.1 


48.7 


49.4 


-0.5 


48.9 




Stai 


16 10 23.3 


D 


» 


130 


'^ 


07,0 


08,5 




+0.3 


12.1 


53.7 17.5 


•'&.♦!■• 


12.3 


11,3 


Star 


15 15 57.8 


" 


S 


319 


" 


32! 
MO 


il 










39,1 


38.2 


Star 
Mean of 


16 19 41. S 


R 
R 


1 


320 


IS 
63 


SI 


08.5 


06.6 


+o.a 


06.1 


27,4 44,8 


68.0 76.9 

Mean circle 
On Btar: 


15 13 12.1 


05-8 
17',8 


05.3 

18 is 
27.5 


A., mark 
















24,6 


23.3 


24.0 


-0.2 


23,8 


Ai. mark 




R 


c 






1; 


2817 


24.8 


-0.2 


24,8 


On mark; 
140°63'21".9( 


»■• 


24.0 



example in Appendix No. 7, Report for 1 



i, U. S, Coast and 
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AZIMUTH BY DIRECTION METHOD-COMPUTATION 



Mount Nebo, Utah, July, 1887. 


^ = 39° 48' 33". 44 








Date and position 


July 21, X 


July 21, XI 


Mean chronometer time 


ISiilS" 12'. 44 


0*'55«' 10»,06 




-35 .40 


-34 .62 


Sidereal time 


15 13 37 .04 


64 35 .44 


aofpoUris 


1 17 58 .16 


I 17 58 .48 


t of polaris (time) 


13 54 38 ,88 


-0 23 23 -04 


( of polaris (arc) 


208=39' 43". 20 


-S'SO' 45". 60 


3 of polaris 


88 42 06 . 13 


88 42 06 .20 


log cot J 


8.35532 


8.35532 


log tan si 


9.92087 


9,92087 


log cos ( 


9.94323 n 


9.99773 


log a 


8.21942 n 


8.27393 


log cot 3 


8.355325 


8.355319 


log sec # 


114537 


0.114537 


log sin t 


9.680917 n 


9,007983 n 


log 1/1 -a 

log (-tan A) 


9.992861 


0.008237 


8,143640 n 


7.486076 n 


A 


-(-0''47'51".02 


+0° 10' 31", 68 




6"25".4 81"-0 


7^8«.8 I00"-3 


, 2 Bin' iJl 


2 49 .2 15 .6 


3 23 .1 22 .5 


At and -^- ■-;,— 


2 45 .3 14 .9 


3 IS .4 21 .7 




6 29 .3 82 .6 


7 12 .4 102 .0 




164". 1 


246". 5 




48 .5 


61 -6 


. l,2Bin'iJt 
log--^ sinl" ■ 


1.68574 


1.78958 


log (curvature correcUon) 


9.82938 


9.37566 


Curvature correction 


+0".68 


+0".19 


Mean azimuth of star 


+0° 47' 50". 34 


+0° 10' 31". 49 


Circle reads on star 


136 12 26 .38 


151 14 14 .30 


Circle reads on north 


135 24 36 ,04 


151 03 42 81 


Circle reads on mark 


140 53 21 .90 


156 32 25 .95 


Approx. azimuth ot mark 


+3 28 45 .86 


43 .14 


Level correction 


-3 .94 


-0 ,73 


Asimuth of mark 


5 28 41 .92 


42 .41 
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123d. The Repeating Method. In this method the angle 
between the mark and the star may be measured with any of the 
usual enipneering transits or with the regular geodetic repeating 
instrument (Arts. 38-il), the process being substantially the same 
as there described for measuring angles between triangulation 
stations. The observations and reductions are best made as 
described in Arts. 40, 40a, and 406, ignoring for the time being 
the fact that the angle which is being repeated is constantly 
changii^ in value on account of the apparent motion of the star. 
Time must be correctly known and noted to the nearest second 
for each star pointing, but only the total angle readings are taken, 
as with terrestrial angles. The striding level (if the instrument 
has one) may be kept with the same ends on the same pivots 
throughout the observations, and both ends should be read imme- 
diately after the 1st, 3d, 4th and 6th star pointings in each series 
of six pointings. If the mark is more than a few degrees out of 
the horizon similar readings of the striding level are also required 
for its pointings. The observations may be made at any hour 
angle, but it is preferable to work within a couple of hours of 
elongation. 

In making the reductions the azimuth of the mark from the 
north point is deduced separately from each series of six pointings, 
applying the level correction {h, Art. 123a) in each case, but 
omitting the aberration correction. The two results obtained from 
the two series of 6 D. and R. pointings are averaged together to 
obtain the value of the determination as given by that set. Two 
or more complete sets may be taken and averaged together as 
desired. The true azimuth of the mark (as given by these sets) 
is then found by applying the aberration correction (i, Art. 123a) 
to this final mean, and reducing this result to the south point 
(j, Art. 123a). In reducing each series of six pointings the accum- 
ulated angle is divided by six exactly as if the star had remained 
entirely stationary. The mean angle thus obtained is the same 
as it would have been if the star had remained all the time at the 
mean point of its six separate positions. The corresponding 
azimuth of this mean point is found by computing the azimuth 
for the mean of the six times at which the star pointings were 
made (f, Art. 123a) and applying the curvature correction 
(g, Art. 123a). 

The accuracy attainable by this method depends on the char- 
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acter of the instrumeDt with which the work is done. The probable 
error of the avert^je value obtained from a complete double set 
of twenty-four pointings should not exceed about five seconds 
with a good engineer's transit, nor a single second with a 
12-inch repeater; and these probable errors may be much further 
reduced by averaging many determinations together. 



AZIMUTH BY REPETITIONS— COMPUTATION 
KiHATCHEB, Ala. 



Date 

Chronometer time 
Chronometer 
Sidereal time 



Hour-angle (t).. 
log ein ^ 

log C08 ( 

logsin ^coai.. 



-31 1 

14 53 46 ,6 
1 21 20 .3 

13 32 26 .3 

203° 06' 34". 5 
9.73876 
9.96367 n 
9.70243 n 

- 0.5040 



1,593772 

8.000058 n 

-HO" 34' 22". 7 



, 1 2 sin' iJt 

log'-s-^T^;- 

log (curvature correction). 

Curvature correction 

Mean azimuth of star 

Angle star-mark 

Corrected angle 

Azimuth of mark E. of N , 



+ 0,6 

■i- 0°34'22".l 

72 57 50 ,2 



13 49 56 .8 

207" 29' 12". 
9.73876 
9.94798 n 
9,68674 n 

- 0,4861 

+ 38,7399 

+ 39,2260 
9.664211 n 
1.593574 
8.070637 n 
0° 40' 26". 9 



2 26 ,8 
4 25 .8 
6 35 .8 



9-7408 

+0.6 

+ 0° 40' 26", 3 

72 51 46 ,7 



:.vGoo<^Ic 



ASTRONOMICAL DETERMINATIONS 221 

123e. The Micrometric Method. In this method the angle 
between the mark and the star is measured with an eyepiece 
micrometer, no use whatever being made of the horizontal-limb 
graduations. Any form of transit or theodolite may be used 
that contains an eyepiece micrometer arranged to measure 
angles in the plane defined by the optical axis and the horizontal 
axis of the telescope. An eyepiece micrometer is essentially 
the same as the micrometer found on the microscopes of direc- 
tion instruments and described in Art. 45. When the observing 
telescope is fitted with an eyepiece micrometer the moving hairs 
lie in the focal plane of the objective and pass across the images 
of the objects viewed. When the angle between two objects is 
small (about two minutes or less) it may be assumed with great 
exactness to be proportional to the distance between the corre- 
sponding images in the telescope, and this distance is measured 
by the jnicrometer screw with great precision. In applying this 
method to the determination of azimuth the mark is placed nearly 
in the vertical plane through the star, and the small horizontal 
angle between the mark and the star is determined from measure- 
ments made entirely with the micrometer, leaving all the hori- 
zontal motions of the instrument clamped in a fixed position. 
The azimuth of the mark is then obtained by combining this 
angle with the computed azimuth of the star. 

In the eyepiece micrometer the value of the angle measured 
is not given directly by the readings taken, as these mdicate 
only the number of revolutions made by the screw. The reading 
is commonly taken to the nearest thousandth of a revolution, 
the whole number of revolutions being read from the comb scale, 
the tenths and hundredths from the graduations on the head, 
and the thousandths by estunation. In order to convert the read- 
ing into angular value it is necessary to know the angular value 
of one turn of the micrometer screw. The value of one turn of 
the screw is found by measuring therewith an angle whose value 
is ab-eady known. The value of such an angle may be found by 
measuring it directly with the horizontal circle, or by computing 
it from linear measurements. The value of one turn of the screw 
may also be obtained by observations on a close circumpolar star 
near culmination, since the angle between any two positions of 
the star is readily computed from the times of observation, and the 
necessary reductions are then easily made. 
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As already stated, the eyepiece micrometer measures angles 
in the plane defined by the optical axis and the horizontal axis 
of the telescope, and the corresponding horizontal angle must 
hence be obtained by a suitable reduction for the given altitude. 
To measure the horizontal angle between two objects at different 
elevations, therefore, it is necessary to find the micrometer value 
for the distance of each object from the line of coUimation, reduce 
each value to the horizontal for the corresponding altitude, and 
combine the results for the complete horizontal ai^e. The reduc- 
tion in each case is effected by multiplyii^ the micrometer value 
by the secant of the altitude. In the case of azimuth determina- 
tions the reduction must necessarily be made for the star, but 
need not be made for the mark unless it is several degrees out of 
the horizon. 

The micrometric method may be used at any hour angle, 
but unless the star is near elongation it will pass out of the safe 
rai^e of the micrometer after but two or three sets of observa- 
tions have been secured. If the mark is placed about one or 
two minutes nearer the meridian than the star at elongation, 
the observations may be carried on within an hour or more each 
way from elongation, and 'a small error in time will have little 
or no effect on the result. In Coast Survey Appendix No. 7, 
Report for 1897-98, the following procedure is recommended: 
" The micrometer line is placed nearly in the line of collimation of 
the telescope, a pointing made upon the mark by turning the 
horizontal circle, and the instrument is then clamped in azimuth. 
The program is then to take five pointings upon the mark; 
direct the telescope t« the star; place the striding level in posi- 
tion; take three pointings upon the star with chronometer times; 
read and reverse the striding level; take two more pointings upon 
the star, noting the times; read the striding level. This com- 
pletes a half-set. The horizontal axis of the telescope is then 
reversed in the wyes; the telescope pointed approximately to 
the star; the striding level placed in position; three pointings 
taken upon the star with observed ciu-onometer times; the strid- 
ing level is read and reversed; two more pointings are taken 
upon the star, with observed times; the striding level is read; and 
finally five pointings upon the mark are taken." In reducing 
such a set of observations the micrometer reading for the line of 
collimation is taken as the mean of all the readings on the mark, 
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AZIMUTH BY MICROMETRIC METHOD— COMPUTATION 



CoUimation reads 1(18 . 3134 + 18 . 2808) 
Mark east of collimation, 18.3134-18.2971 
Circle E., star E. of collimation 

(18. 4042-18, 2971)(1. 1690)- .1252 
Circle W., star E. of collimation 

(18.297I-18.0912)(1.1695)'- .2408 
Mean, star E. ot collimation = .1835— 22 .70 



Mark west of star, corrected — 19 . 83 

Mean chronometer time of observation— 21'' 10™ 36' .6 
2 11 28-2 



Hour-an)(le 


(. i 
(, i] 


time 


log cot d 
log tan •!> 
log cos i 


" 


8,34362 
9.78436 
8.96108 n 


logo 


_ 


7,08906 n 


log cot a 

log sec .^ 
log Bint 

log 1/1 -a 


E 


8.343618 
0.068431 
9.99817711 
9,999467 


log (-tan A) 
A 


Z 


8,409693 n 
+ 1° 28' 16", 91 


log 12.67 


- 


1,10278 



log curvature correction = 9.51247 
Curvature correction = — 

Diur, aber, corr, = +0 



Azimuth of mark, E.o!N.-+l° 27' 57". 08 
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and all micrometer readings are referred to this value. Since the 
star is changing rapidly in altitude the star micrometer readings 
are reduced to the horizontal for the mean altitude of each half- 
set, the altitude of the star being occasionally read and inter- 
polated for any desired time. The mean azimuth of the star 
for each set is found by computing the azimuth correspondii^ 
to the average time of the pointings (/, Art. 123a), and applying 
the curvature correction {g, Art. 123o). The apparent azimuth 
of the mark is then found by combining the computed star azimuth 
with the measured ai^Ie {reduced to the horizontal). The true 
azimuth of the mark {as given by this set) is finally found by apply- 
ing to the apparent azuuuth the level correction and the aberra- 
tion correction (h and t, Art. 123a), and reducir^ the result to the 
south point ij, Art. 123a). 

The time occupied in taking a set of observations in the man- 
ner above specified should not average over fifteen minutes, 
so that a number of sets may be taken in a single night. By 
averaging the results of a number of nights' work a very close 
determination of azimuth may be secured. The method is more 
accurate than the direction method or the repeating method. 
With skilled observers the probable error of the mean of 25 or 30 
sets should be less than a tenth of a second. 

124. Azimuth Determinations at Sea. It is sometimes neces- 
sary to make an azimuth determination at sea in order to test 
the correctness of the ship's compasses. The method commonly 
employed is to measure the altitude of the sun or one of the brighter 
stars, and at the same instant take its bearing as shown by the 
compass to be tested. The azimuth of the given heavenly body 
is then computed from its observed altitude and the result reduced 
to a bearing. The difference between the observed bearii^ and 
the computed bearing is the error of the compass. The method 
and reductions for the azimuth observation are the same as 
explained in detail in Arts. 122, 122a, and 122b, except that the 
observation consists in measuring the altitude above the sea 
horizon by means of a sextant, and that a correction for dip 
(Art. 105) must be made. The latitude and longitude of the ship's 
position are always sufficiently well known for use in the reduc- 
tions. The computed bearing should not be in error over a few 
minutes, which is very much closer than it is possible to take the 
compass bearing. 
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126. Periodic Changes in Azimuth. As explained in Art. 112, 
the poles of the earth are not fixed in position, but each one appar- 
ently revolves about a mean point in a period of about 425 days, 
the radius-vector varying (during a series of revolutions) between 
about 0",16 and 0".36. The result of this shifting of the poles 
is to cause the azimuth of a line from a given point to oscillate 
about a mean value, the amplitude of the oscillation dependh^ 
on the location of the point. In precise azimuth work, therefore, 
the date of the determination is an essential part of the record. 
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CHAPTER VIII 
GEODETIC MAP DRAWING 

126. General Considerations. The object of a geodetic map or 
chart is to represent on a flat surface, with as much accuracy of 
position as possible, the natural and the artificial features of a given 
portion of the earth's surface. It is presumed that the engineer 
is familiar with the letteriii^ of maps and the usual methods of 
representing the natural or topographical features, and such mat- 
ters are not here considered. The artificial features of a map 
are the meridians and paralleb, the triangulation system or other 
plotted lines of location, and any lines which may be drawn to 
determine latitude, longitude, azimuth, angles, distances, or areas. 

In an absolute y perfect map the meridians and other straight 
lines (in the surveying sense), would appear as straight hnes; the 
meridians would show a proper convergence in passing towards 
the poles; the parallels of latitude would be parallel to each other 
and properly spaced, and would cross all meridians at right angles; 
all points would be properly plotted in latitude and longitude; and 
azimuths, angles, distances and areas would everywhere scale 
correctly. On account of the spheroidal shape of the earth, it 
is evident that such a map is an impossibility, except for very 
limited areas. Some form of distortion must necessarily exist 
in any representation of a double curved surface on a flat sheet. 
By selecting a type of projection depending on the use to be made 
of the map, however, the distortion may be minimized in those 
feature where accuracy is most desired, and entirely satisfactory 
maps produced. The principal types of map projection, as 
explained in the following articles, are the cylindrical, the trape- 
zoidal, and the conical, these terms referrmg to the considerations 
governing the plotting of the meridians and parallels. 

In the work of plane surveying the areas involved are usually 
of such small extent that no appreciable error is introduced in 
plotting by plane angles and straight line distances, drawii^ all 
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meridians or other north and south lines perfectly straight and 
parallel, and al! parallels or other east and west lines also straight 
and parallel and at right angles with the meridians. On account 
of the larger areas involved in geodetic work it is generally 
necessary to plot the meridians and parallels first {in accordance 
with the selected type of projection and the scale of the map), 
and then plot each fundamental point of the survey by means of 
its latitude and longitude without regard to angles or distances. 
The smaller details may then be plotted as in plane surveying. 
In a geodetic map thus plotted the unavoidable distortion is 
reduced and distributed as much as possible. 

The true lengths of 1° of latitude and longitude at the latitude 
^ are given by the formulas 

l^- of latitude ) ^ Trajl - ^) 

atthelat.^ ) 180(1 - e^ sin^ 0).' 

1° of longitude 1 _ rra cos if> 

at the lat. 4. ) ~ 180(1 - e^sin^^)!' 

in which formulas the letters have the significance and values of . 
Arts. 67 and 69. The values of one degree of latitude and loi^tude 
are given for a number of latitudes in Table IX, and may be 
interpolated for intermediate latitudes. 

Since the radiu.s of curvature of the meridian section increases 
from the equator to the poles it follows that the above formula 
for the length of a degree of latitude can only be correct in the 
immediate vicinity of the given latitude. The true length L 
of a meridian arc extending from the equator to any latitude rp 
is given by the formula 

L = (x(l - e)HM<p -Nfan24> + Pdn4>f,- etc.), 



M ^l +i^ +^e* +..., 

P = -^^ + - ■ ■ ■ 
For the length Z of a meridian arc from the latitude ^ to the lati- 
tude <p', therefore, we have practically 

I ^a{\ - eY[M{4,' -4^) - N{sbx 20' - sin 20) 

+ P{sin 40' - Bin 40)]. 
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Substituticg the values of a and e from Art. 67, and reducing 
the formula to its simplest form, we have 

I = Ai^,' - ^) - B sin (^' - i>) cos (0' + <j>) 

+ C sin 2 {^' - 0) cos 2(4>' + 0), 

in which ^ and ^' m the first term of the second member are to 
be expressed in degrees and decimals, and in which 

( metric, 111133.30 , . _ ( metric, 5.0458443 
( feet, 364609.84 ^"^-^ - \ feet, 5.5618285 

n ^ ( metric, 32434.25 , □ ^ ( metric, 4.5110039 

I feet, 106411.37 ^^ ( feet, 5.0269881 

„ ^ I metric, 34.41 , r- = i metric, 1.5366847 

I feet, 112.89 ^^ ~ | feet, 2.0526689 ■ 

127. Cylindrical Projections. The distii^uishiiig feature of 
all cylindrical projections consists in the projection of the given 
area on the surface of a right cylinder (of special radius) whose 
axis is the same as the polar axis of the earth. The Qat map 
desired is then produced by the development of this cylinder. 
In all forms of thb projection the meridians are projected by the 
meridional planes into the corresponding right line elements of 
the cylinder, so that after development the meridians appear as 
equidistant parallel straight lines. The parallels of latitude 
are projected into the circular elements of the cylinder in a number 
of different ways, but in any case, after development, appear as 
parallel straight lines crossing the meridians everywhere at right 
angles. The three most common types of this projection are 
explained in the following articles. 

127a. Simple Cylindrical Projection. In this type of pro- 
jection, as illustrated in Pig. 54, page 230, the cylinder is so taken 
as to intersect the spheroid at the middle latitude of the area to be 
mapped, the parallels of latitude being projected into the cylinder 
by lines taken normal to the surface of the spheroid. It is evident 
from the figure that the parallels will not be represented by equi- 
distant lines, but will separate more and more in advancing towards 
the poles. This distortion in latitude is offset to a certain extent 
by a similar error in longitude, caused by the lack of convergence 
in the plotted meridians, so that the various topographical features 
remain approximately true to shape. On account of the varying 
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distortion in both latitude and longitude no single scale can be 
correctly applied to all parts of such a map. For the true lengths 
of one degree of latitude or longitude see Table IX or Art. 126. 
The projected distance x between the meridians, per degree of 
longitude, due to the middle latitude 0', is given by the formula 



and the projected distance y, from the equator to any parallel 
^, by the formula 




(1 -e2sin2^)i' 


- 




X 






- 















Fig. 54. — Simple Cylindrical Projection. 

in which formulas the letters have the significance and values 
of Arts. 67 and 69. 

When the cylinder is taken tangent to the equator (making 
0' = 0), the factor in the brackets reduces to unity, and we have 



a tan o 



ae^ sin ^ 
■ (l-e^sin^^)*' 



In makmg a map by this method the meridians and parallels 
are spaced in accordance with the above formulas, and the funda- 
mental points of the survey are then plotted by latitudes and 
longitudes. For small areas (10 square miles) within about 45° 
of the equator there is not much distortion in such a map. The 
amoimt of the distortion in any case is readily obtained by com- 
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paring the results given by the true formulas and the formulas 
uaed for the projection. 

127b. Rectangular Cylindrical Projection. In this type of 
projection, as illustrated in Fig. 55, the cylinder is so taken as to 
intersect the spheroid at the middle latitude of the area to be 
mapped, and the meridians are correctly developed on the ele- 
ments of the cylinder, so that in the finished map the parallels 
are spaced true to scale. The error due to the lack of convergence 
of the meridians still remains, so that the same scale can not be 
applied to all parts of the map. The distortion in longitude is more 
apparent than in the preceding projection, because no distor- 
tion exists in latitude. As in the previous case the meridians 
are spaced true to scale along the central parallel. 
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Fia. 66. — Rectangular Cylindrical Projectioi 



In making a map by this method the central meridian and 
parallel are first drawn and graduated to scale, using Table IX 
or the formulas of Art. 126. The remaining parallels and meridians 
are then drawn, and the survey plotted by latitudes and long- 
itudes. For small areas {10 square miles) within about 45° of 
the equator there is not much distortion in such a map, straight 
lines on the ground being straight on the map, and angles and 
distances scaling correctly. The plotting for such an area may 
therefore be done by latitudes and longitudes, or by angles and 
distances, as in plane surveying. 

127c Mercator's Cylindrical Projecticm. This type of pro- 
jection, which is largely used for nautical maps, is illustrated 
in Fig. 56, page 232. As in the simple cylindrical projection, 
the space between the parallels constantly increases in advancing 
from the equator towards the poles, but the spacing is governed 
by an entirely different law. In Mercator's cylindrical projec- 
tion the cyhnder is taken as tangent at the equator, so that the 
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spacing of the meridians along the equator is true to scale in the 
finished map. As the plotted meridians fail to converge, the 
distance between them is too great at all other points, the extent 
of the distortion becoming more and more pronounced as the 
latitude increases. To offset this condition the distance between 
the parallels is also distorted more and more as the latitude 
increases, making the law of distortion exactly the same in both 
cases. In that part of the map where the distance between the 
meridians scales twice its true value, for instance, the distance 
between the parallels should also scale twice its true value. 
Since this distortion factor changes with the slightest change of 
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FiQ. 66- — Mereator'B Cylindrical Proiection. 

latitude, however, it is evident that a satisfactory map will require 
the meridian to be built up of a great many very small pieces, 
each multipUed in length by its own appropriate factor, A per- 
fect map on this basis requires an infinitesimal subdivision of the 
meridian, and a summation of these elements by the methods of 
the integral calculus. Using the notation and the formulas of 
Arts. 67 and 69, and remembering that the distortion of any 
parallel is inversely proportional to its radius, we have for the 
distortion factor s at any latitude 0, 

_ a a _ (1 — e^ sJn^ ^)* 

r N cos cos ^ 

Multiplying the meridian element, Rdfj), by the distortion factor 
8, we have for dy, the projected meridian element, 



dy = H{Rd<l>) = 



«(' - e-^)H . 
cos 1^(1 —e^ sin^0)l' 



:.vGoo<^Ic 



GEODETIC! MAP DBAWINQ 233 

whence, by integration, 

,= ,.,=m.5.[,os(l±ili)-..o.(l±l|ii)]. 

in which y is the projected distance from the equator to any 
parallel of latitude <j>, and in which the formula is adapted to the 
use of common logarithms. The value of x per degree of longitude, 
for the spacing of the meridians, is given by the formula 



"• 180- 

In making a map by this method the meridians and parallels 
are spaced in accordance with the above formulas, and the fun- 
damental points of the map are then plotted by latitudes and 
longitudes. It is evident that such a map will be true to acale 
only in the vicinity of the equator, and that different scales must 
be used for every part of the map. If it is desired, however, to 
have the map true to any pven scale along the central parallel 4"', 
it is only necessary to divide the above values of x and y by the 
distortion factor s' corresponding to the latitude <p'. 

A rhumb lirie or loxodrome between any two points on a spheroid 
is a spiral line which crosses all the intermediate meridians at the 
same angle. Except for points very far apart such a line is not 
very much longer than the corresponduig great circle distance. 
Great circle sailing is sometimes practised by navigators, but 
ordinarily vessels follow a rhumb line, keeping the same course 
for considerable distances. A rhumb line of any length or angle 
will always appear in Mercator's projection as an absolutely 
straight line, crossing the plotted meridians at exactly the same 
angle as that at which the rhmnb line crosses the real meridians. 
When a ship sails from a known point in a given direction, there- 
fore, its path is plotted on a Mercator chart by simply drawing a 
straight line through the given point and in the (pven direction. 
The distance traveled by the ship is plotted in accordance with the 
scale suitable to the given part of the map. Similarly the proper 
course to sail between any two points can be scaled directly from 
the map with a protractor. It is for these reasons that this type 
of projection is so valuable for nautical purposes. 
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128. Trapezoidal Projection. In thb type of projection, 
as illustrated in Fig. 57, the meridians aod parallels form a series 
of trapezoids. Alt the meridians and parallels are drawn as 
straight lines. The central meridian is first drawn and properly 
graduated in degrees or minutes. The parallels of latitude are 
then drawn through these points of division as parallel lines at 
right angles to this meridian. Two parallels, at about one-fourth 
and three-fourths the height of the map, are then property gradu- 
ated, and the corresponding points of division connected by a series 
of converging straight lines to represent the meridians. For 
the correct distances required in making the graduations see 
Omduated Correctly 




Fio. 67. — Trapesoidal Projection. 
Table IX or Art. 126. From the nature of the construction it is 
plain that the central meridian is the only one which the parallels 
cross at right angles. The fundamental points of such a map 
are plotted by latitudes and longitudes. For small areas 
(25 square miles) the distortion in distance is very slight in 
this type of map. 

129. Conical Projections. The distinguishing feature of the 
conical projections consists in the projection of the given area 
on the surface of one or more right cones (of special dimensions) 
whose axes are the same as the polar axis of the earth. The 
flat map desired is then pr duced by the development of the 
cone or c nes thus used. In some forms of this projection the 
meridians are projected into the right line elements of the cones, 
while in other forms a different plan is adopted; so that in some 
forms the meridians become straight lines after development, 
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while in other forms they appear as curved lines. The parallels 
of latitude are always projected into the circular elements of the 
cone or cones, and after development always appear as circular 
arcs. The four most common types of this projection are explained 
in the following articles. 

129a. Simple Conic Projection. In this type of projection, 
as illustrated in Fig. 58, the projection is made on a single cone 
taken tangent to the spheroid at the middle latitude of the area 
to be mapped. The meridians are projected into the right line 
elements of the cone by the meridional planes, and appear as 
str^ght lines after development. The meridians are correctly 
developed on the elements of the cone, so that the parallels are 
all spaced true to scale oo the finished map. The parallels are 




Simple Conic Projectioi 



drawn as concentric circles from the center A, the distance AC 
being the tangent distance for the middle latitude. The central 
parallel is graduated true to scale, and the meridians are drawn as 
stra^ht lines from the center A through the points of division. 
For the tangent distance AC we have, from Art. 69, 
a cot j> 



AC ' 



= N cotd> = 



(1 -e^sin^^)*" 



The correct values for graduating the meridian and central 
parallel may be taken from Table IX or computed by the formulas 
of Art. 126. 

When it is impracticable to draw the arc EH from the center 
A it may be located by rectangular coordinates from the point 
C, as indicated by the dotted lines. To find the coordinates of 
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any point H (see Fig. 59) let 8 equal the angular difference of 
longitude subtended by the arc CH (radius = r), and ^' equal the 
developed angle subtended by the same arc CH (radius =N cot. 4'). 
Then, since equal lengths of arc in different circles subtend angles 
inversely as the radii, we have 

d' _ r _ N COB ^ __ ■ < 

1 ~ jVcoT^ ~ IVcoT^ - sin ^, 



giving 

whence 



d'=3 8in^; 

X = AH sin d'= N cot sin (5 sin <p), 
ana 

y =AH vera d' = 2JV cot 4> sin^^a^^V 

These values of x and y are readily computed by means of the 
data given in Table IX. In this projection the coordinates of 
^ the different area vary directly as their radii, 

so that the coordinates of the remaining parallels 
may be found by a simple proportion. As a 
check on the work the meridians should be 
straight and uniformly spaced. 

In making a map by this method the merid- 
ians and parallels are spaced in accordance with 
the above rules, and the fundamental points of 
the survey are then plotted by latitudes and 
lon^tudes. In this projection the meridians and 
parallels intersect at the proper angle of 90°, and 
the parallels are properly spaced; but the spacing 
of the meridians is exaggerated everywhere except along the 
central parallel, and all areas are oo large. Such a map is satis- 
factory up to areas measuring several hundred miles each way. 

129b. Mercator's Conic Projection. In this type of pro- 
jection, as illustrated in Fig. 60, the projection is made on a single 
cone, taken so as to intersect the spheroid midway between the 
middle parallel and the extreme parallels of the area to be mapped. 
The remaining parallels may be considered as projected into the 
cone so that the spacing along the line BF is exactly proportional 
to the true spacing along the meridian GHK; or mathematically 
BC _CD^ ^ ^ chord CE 

GO ~ CH arc CK ' 
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After development the entire figure is then proportionately 
enlai^ed until the spacing of the parallels is again true to scale; 
following which the developed ai^^e and its subdivisions are 
correspondingly reduced in size, in order to make the projected 
parallels C'C" and E'E" true to the same scale. The distances 
B'C = arc GC, CD' = arc CH, etc., are found from Art. 126 or 
Table IX. The radius A'C is then computed from the formula 



A'C 



'8^(1 — e^ sin^^")' 



A'C + arc CE cos 4." (1 - e^ sin^ . 



The remaining radii are found from A'C by a proper combina- 
tion of the known distances along the line A'F'. The parallel 
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Fig. 00. — Mercator's Conic Projectic 



E'E" is then graduated both ways from the central meridian by 
means of the values found from Art. 126 or Table IX, and the 
mer dians are drawn as stra^ht lines from the point A'. 

The parallels may be plotted by rectangular coordinates 
when it is impracticable to use the center A', but the values given 
in Table IX are not correct for this type of projection. The 
individual angles at the apex A' are readily obtained from the 
radius A'E' and the subdivisions along the arc E'E", and the 
coordinates are then found for this arc and proportioned for the 
other arcs directly as their radii. 

In making a map by this method the meridians and parallels 
are drawn in accordance with the above rules, and the fundamental 
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pointB of the survey are then plotted by latitudes and lon^tudes. 
In this projection the meridians are etra^ht lines, the meridians 
and parallels cross at the proper angle of 90°, and the parallels 
of latitude are properiy spaced. The meridians are property 
spaced on the parallels C'C" and E'E", but are a little too widely 
spaced outside of these parallels, and a little too closely spaced 
within these parallels. Areas outside of these same parallels are 
too large, while areas within them are too small; but the total 
area is nearly correct. Mercator's conic projection is suitable 
for very large areas, having been used for whole continents. It 
has also been largely used for the maps in atlases and geographies. 
129c. Bonne's Conic Projection. In this type of projection, 
as illustrated in Fig. 61, the projection is made on a single cone 




FlQ: 61. 
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taken tangent to the spheroid at the middle latitude of the area 
to be mapped. The central meridian is projected into the straight 
line AF, with the parallels spaced true to scale and drawn as 
concentric circles, in accordance with the rules and formulas for 
simple conic projection (Art. 129a). Each parallel is then gradu- 
ated true to scale (see Art. 126 or Table IX), and the meridians 
are drawn as curved Imes through corresponding divisions of the 
parallels. 

In making a map by this method the fundamental points of 
the survey must be plotted by latitudes and longitudes. In this 
projection the meridians and parallels fail to cross at right angles, 
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but the same scale holds good for all the meridians and all the 
parallels. Bonne's conic projection ia suitable for very large 
areas, having been used for whole continents. It has also been 
largely used for the maps in atlases and geographies. 

129d. Polyconic Projection. In this type of projection, as 
illustrated in Fig. 62, a separate tangent cone is taken for each 
parallel of latitude, and made tangent to the spheroid at that 
parallel. Each paxallel on the map results from the development 
of its own special cone, appearing as the arc of a circle with a 
radius equal to the corresponding tangent distance. The parallel 




Fig. 62.— Polyconic Projectii 



through the point G, for instance, is drawn as a circular arc with 
a radius equal to the tangent distance BG, and so on. The 
central meridian is drawn as a straight line, on which all the 
parallels are spaced true to scale, so that the division EF equals 
the arc EF, the division FG equals the arc FG, and so on. The arcs 
representing the various parallels are then drawn through these 
division points ^th the appropriate radii, and with the centers 
located on the central meridian. Each parallel as thus represented 
b then graduated true to scale, and the meridians are drawn as 
curved lines connecting the corresponding divisions. 

In making a map by this method the meridians and parallels 
are plotted in accordance with the data given in Table IX, or 
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from corresponding values computed by the rules and formulas 
of Arts. 126 and 129o, remembering that each parallel is here 
equivalent to the central parallel of the simple conic projection. 
The plotting is customarily done by rectangular coordinates, 
the meridians and parallels being taken so close tt^ether that the 
intersection points may be connected by strught lines. The 
fundamental points of the survey are then plotted by latitudes 
and longitudes. 

This type of projection is suitable for very lai^ areas. The 
meridians are spaced true to scale throughout the map and cross 
the parallels nearly at right angles. The parallels are spaced 
true to scale only along the central meridian, and diverge more 
and more from each other as the distance from the central merid- 
ian increases. The whole of North America, however, may be 
represented without material distortion. The U, S. Coast and 
Geodetic Survey and the U. S. Geological Survey have adopted 
the polyconic system of projection to the exclusion of all others. 
For further information on this subject see " Tables for the 
Projection of Maps, Based upon the Polyconic Projection of 
Clarke's Spheroid of 1866, and computed from the Equator to 
the Poles; Special Publication No. 5, U. S. Coast and Geodetic 
Survey, U. S. Government Printing Office, 1900." 

The above type of- polyconic projection is sometmies called 
the simple polyamic, to distinguish it from the redangiiiar poly- 
conic, in which the scales along the parallels are so taken as to 
make all the meridians and parallels cross at right angles. When 
not otherwise specified the simple polyconic is in general under- 
stood to be the one intended. 
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CHAPTER IX 

DEFINITIONS AND PRINCIPLES 

130. General Consideraticnis. In various departments of 
science, such as Astronomy, Geodesy, Chemistry, Physics, etc., 
numerous values have to be determined either directly or indirectly 
by some process of measurement. When any fixed magnitude, 
however, is measured a number of times under the same apparent 
conditions, and with equal care, the results are always found to 
disagree more or less amongst themselves. With skillful observers, 
and refined methods and instruments, the absolute values of 
the discrepancies are decreased, but the relative disagreement 
often becomes more pronounced. The conclusion is obviously 
reached that all measurements are affected by certEun small and. 
unknown errors that can neither be foreseen nor avoided. The 
object of the method of Least Squares is to find the most probable 
values of unknown quantities from the results of observation, 
and to gage the precision of the observed and reduced values. 

131. Classification of Quantities. The quantities observed 
are either ihdependent or conditioned. 

An independent quardity is one whose value is independent of 
the values of any of the associated quantities, or which may be 
so considered during a particular discussion. Thus in the case 
of level work the elevation of any individual bench mark is an 
independent quantity, since it bears no necessary relation to the 
elevation of any other bench mark. While in the case of a triangle 

241 



:.vGoo<^Ic 



242 GEODETIC SURVEYING 

we may consider any two of the angles as independent quantities 
in any discussion in which the remaining angle is made to depend 
on these two. 

A conditioned gvantity (or dependent quariiUy) is one whose 
value bears some necessary relation to one or more associated 
quantities. In any case of conditioned quantities we may regard 
these quantities as being mutually dependent on each other, or 
any number of them as being dependent on the remaining ones. 
Thus if the angles of a triangle are denoted by x, y, and z, we 
may write the conditional equation 

x + y -{-z = 180°, 
and regard each angle as a conditioned quantity ; or we may write, 
for instance, 

2 = 180" - X - y, 

and regard z as conditioned and a; and y as independent. 

132. Classification of Values. In considering the value of 
any quantity it is necessary to distinguish between the true value, 
the observed value, and the most probable value. 

The tme value of a quantity is, as its name implies, that value 
which is absolutely free of all error. Since (Art. 130) all measure- 
ments are subject to certain unknown errors, it follows that the 
true value of a quantity may never be known with absolute pre- 
cision. In any case such a value would seldom be. any exact 
number of units, but could only be expressed as an unending 
decimal. 

The observed value of a quantity is technically understood to 
'mean the value which results from an observation when correc- 
tions have been applied for all known errors. Thus in measuring 
a horizontal angle with a sextant the vernier reading must be 
correiited for the index error to obtain the observed value of the 
angle; in measuring a base line with a steel tape the corrections 
for horizontal and vertical alignment, pull, ag, temperature, and 
absolute length, are understood to have been applied; and so on. 

The most probaUe value of a quantity is that value which is 
most likely to be the true value in view of all the measurements 
on which it is based. The most probable value in any case is 
not supposed to be the same as the true value, but only that value 
which is more likely to be the true value than any other sit^e 
value that might be proposed. 
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133. Ob'serred Values and Weights. The observations which 
are made on unknown quantities may be direct or indirect, and 
in either caae of equal or of unequal weight. 

A direct observation is one that is made directly on the quan- 
tity whose value is desired. Thus a single measurement of an 
angle is a direct observation. 

An indirect obseTvation is one that is made on some function 
of one or more unknown quantities. Thus the measurement 
of an angle by repetition represents an indirect observation, 
since some multiple of the angle is measured instead of the single 
value. So also in ordinary leveling Jhe observations are indirect, 
since they represent the difference of elevation from point to 
point instead of the elevations of the different points. 

By the weight of an observation is meant its relative worth. 
Wheif observations are made on any magnitude with all the con- 
ditions remaining the same, so that all the results obtained, may 
be r^arded as equally reliable, the observations are said to be of 
equal weight or precision, or of unit weight. When the condi- 
tions vary, so that the results obtained are not regarded as equally 
reliable, the observations are said to be of unequal weight or pre- 
cision. It has been agreed by mathematicians that the most 
probable value of a quantity that can be deduced from two obser- 
vations of unit weight shall be assigned a weight of two, from three 
such observations a weight of three, and so on. Hence when an 
observation is made under such favorable circumstances that the 
result obtiuned is thought to be as reliable as the most probable 
value due to two observations which would be considered of unit 
weight, we may arbitrarily ass^ a weight of two to such an 
observation; and so on. As the weights applied in any set of 
observations are purely relative, their meaning will not be changed 
by multiplyii^ or dividing them all by the same number. The 
elementary conception of weight is therefore extended to include 
decimals and fractions as well as integers, since any set of weights 
could be reduced to integers by the use of a suitable factor. 

134. Most Probable Values and Weights. In any set of 
observations the most probable value of the unknown quantity 
will evidently be some intermediate or mean value. There are 
many types of mean value, but manifestly they are all subject 
to the fundamental condition that in the case of equal values the 
mean value must be that common value. Three of the conunon 
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types of mean value are the arithmetic mean, the geometric mean, 
and the quadratic mean. If there are n quantities whose respective 
values are JWi, itfj, etc., we have, 



^J/iJf 2 . . . M,i = the geometric i 



^-^. 



= the quadratic mean 



all of which satisfy the fundamental condition of a mean value. 

In the case of direct observatioTts of equal weight it has been 
universally agreed thai the arithmetic mean is the most probable 
valiie. In accordance with this principle, and the definition of 
weight as given in Art. 133, it is evident that the weight of the 
arithmetic mean is equal to the number of observations. Sim- 
ilarly, an observation to which a weight of two has been assigned 
may be regarded as the arithmetic mean of two component obser- 
vations of unit weight, and so on, provided no special assumption 
is made regarding the relative values of these components. 
For direct observations of unequal weight, therefore, 

Let z =1 the most probable value of a given magnitude; 

Ml, M2, etc. = the values of the several measurements; 

Pi, p2, etc. = the respective weights of these measurements; 
api, ap2, etc. = the corresponding integral weights due to the 
use of the factor a; 
^1', "*i"i etc. = the api unit weight components of Mi when con- 
sidered as an arithmetic mean 
m2', ma", etc. = similarly for M2, and so on; 

then we may write as equivalent expressions 

,, mi' + m,\" , , , 2jmi 



aps' 



etc; 



27H2-= apzJWs, etc.; 
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and, since the various values of m are of unit weight, 

_ Smi + Smg . . . 
api + apz. . . ' 
or 

Sm _ S(ap-Jl/) _ ^pM ... 

Sap 2<xp 2p ' ■ ■ ■ ■ ^'^^ 

from which we have the general principle: 

In the case of direct observations of unequal weight the most 
probable value is found by multiplying each observation by its weight 
and dividing the sum of these products by the sum of the weights. 
The result thus obtained is caJled the weighted arithmetic mean. 
In the above discussion the value of z is found by taking the 
arithmetic mean of Sap quantities whose sum is Sm, so that the 
integral weight of z is Sap. Dividing by a in order to express this 
result in accordance with the original scale of weights, we have 

Weight of 3 = Sp; (3) 

or, expressed in words, the weight of the weighted arithmetic 
mean is equal to the sum of the individual weights. 

13S. True and Residual Errors. It is necessary to distin- 
guish between true errors and residual errors. 

A true error, as its name implies, is the amount by which any 
proposed value of a quantity differs from its true value. True 
errors are generally considered as positive when the proposed 
value is in excess and vice versa. Since (Art. 132) the true value 
of a quantity can never be known, it follows that the true error 
is likewise beyond determination. 

A residual error is the difference between any observed value 
of a quantity and its most probable value, in the same set of 
observations. The subtraction is taken algebraically in which- 
ever way b most convenient in the given discussion. In the case 
of indirect observations the most probable value of the observed 
quantity is found by substituting the most probable values of the 
individual unknowns in the given observation equation (Art. 158). 
Residual errors are frequently called simply residuals. 

In the case of the arithmetic mean the sum of the residual errors 
IS zero. This is proved as follows: 
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Let n — the number of observations; 

Ml, M2, ■ . ■ M„ = the observed values; 
z = the arithmetic mean; 
Vi, V2, . . . »»= the residual errors; 



V\ 


= 


Z 


-Afi 


V2 


- 


3 


~M2 


Vn 


= 


Z 


-Mn 



from which 
whence 



tiz = HM, 

nz - 2ilf =0; 

£j> = 0. (4) 

which was to be proved. 

In the case of the loeighied arithmetic mean the sum of the weighted 
residuals equals zero. This is proved as follows: 

Let n = the number of observations; 

Ml, Ms, . . , M„ = the observed values; 

Pii P2i ■ ■ ■ P" = the corresponding weights; 

z = the weighted arithmetic mean; 
"i, "2, ... tin = the residual errors; 
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from whicli 

2p-2 - SpM =0; 
whence 

Spu = 0, (5) 

which was to be proved. 

136. Sources of Error. The errors existing in observed values 
may be due to mistakes, systematic errors, accidental errors, or 
the least count of the instrument. 

A mistake is, as its name implies, an error in reading or record- 
ing a result, and is not supposed to have escaped detection and 
correction, 

A systematic error is one that follows some definite law, and is 
hence free from any element of chance. Errors of this kind may 
be classed as atmospheric errors, such as the effect of refraction 
on a vertical angle, or the effect of temperature on a steel tape; 
instrumental errors, such as those due to index errors or imperfect 
adjustments; and personal errors, such as individual peculiarities 
in always reading a scale a little too small, or in recording a star 
transit a little too late. Systematic errors usually affect all the 
observations in the same manner, and thus tend to escape detec- 
tion by failing to appear as discrepancies. Such errors, however, 
are in general well understood, and are supposed to be eliminated 
by the method of observing or by subsequent reduction. . 

An accidental error is one that happens purely as a matter of 
chance, and not in obedience to any fixed law. Thus, for instance, 
in bisecting a target an observer will sometimes err a little to 
the right, and sometimes a little to the left, without any assignable 
cause; a steel tape will be slightly lengthened or shortened by a 
momentary change of temperature due to a passing current of, 
air, and so on. 

An error due to the hast count of the instrumerU is one that is 
caused by a measurement that is not capable of exact expression 
in terms of the least count. Thus an angle may be read to the 
nearest second by an instrument which has a least count of this 
value, but the true value of the angle may differ from this reading 
by some fraction of a second which can not be read. 

137. Nature of Accidental Errors. Errors of this kind are. 
due to the limitations of the instruments used; the estimations 
required in making bisections, scale readings, etc., and the con- 
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stantly changing conditions during the progress of an observar 
tion. Each individual error is usually very minute, but the 
possible number of such errors that may occur in any one measure- 
ment is almost without limit. In general it may be said that any 
single observation is affected by a very large number of such errors, 
the total accidental error beii^ due to the algebraic sum of these 
small individual errors. Thus in measuring a horizontal angle 
with a transit the instrument is seldom in a perfectly stable posi- 
tion; the leveling is not perfect; the lines and levels of the instru- 
ment arc affected by the wind and varying temperatures; the 
graduations are not perfect; the reading is affected by the judg- 
ment of the observer; the target is bisected only by estimation; 
the line of sight is subject to irregular sidewise refraction due to 
chai^ng air currents; and so on. As long as the component 
errors are all accidental, however, the total error may be regarded 
as a single accidental error. 

133. The Laws of Chance. The errors remaining in observed 
values after all possible corrections have been made are presumed 
to be accidental errors, and must, therefore be assumed to have 
occurred in accordance with the laws of chance. By the laws of 
chance are meant those laws which determine the probability of 
occurrence of evente which happen by chance. 

By the probability of an event is meant the relative frequency 
of its occurrence. It is not only a reasonable assumption but also 
a matter of common experience, that in the long run the relative 
frequency with which a proposed event occurs will closely approach 
the relative possibilities of the case. Thus in tossing a coin 
heads may come up as one possibility out of the two possibilities 
of heads or tails, so that the probability of a head coming up is 
one-half; and in a very large number of trials the occurrence of 
heads will closely approximate one-half the total number of trials. 
Probabilities are therefore represented by fractions ranging in 
value from zero to unity, in which zero represents impossibility of 
occurrence, while unity represents certainty of occurrence. 

The three fundamental laws of chance are those relating to 
simple events, compound events, and concurrent events. 

139. A Simple Event is one involving a single condition which 
must be satisfied. The probability of a simple event is egtial to 
the relative possibility of its occurrence. Thus the probability of 
drawing an ace from a pack of cards is 1^3, since there are four 
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such possibilities out of 52, and -jV = iV; but the probability 
of drawing an ace of clubs, for instance, is only i^, since there 
is only one such possibility out of 52. 

140. A Compound Event is one involving two or more con- 
ditions of wiiich only one is required to be satisfied. The proba- 
bility of a compound event is equal to the sum of Ike probabilities of 
the component simple events. This law is evidently true, since the 
number of favorable possibilities for the compound event equals 
the sum of the corresponding simple possibilities, and the total 
number of possibihties remains unchanged. Thus the probability 
of getting either a club or a spade in a single draw from a pack 
of cards is one-half, because the probability of getting a club is one- 
quarter, and the probability of getting a spade is one-quarter, and 
i + i = i; or in other words the 13 chances for getting a club 
are added to the 13 chances for getting a spade, making 26 favor- 
able possibihties out of a total of 52. The probability of draw- 
ing either a club, spade, heart, or diamond, equals i + i + i + }, 
which equals unity, since the proposed event is a certainty. 

141. A Concurrent Event is one involving two or more con- 
ditions, all of which are required to be satisfied together. The 
prc^ability of a concurrent event is equal to the product of the profc- 
abilities of the componerd simple events. This law is evidently 
true, since the number of favorable possibilities for the concurrent 
event is equal to the product of the corresponding simple pos- 
sibilities; while the total number of possibilities is equal to the 
product of the corresponding totals for the component simple 
events. Thus the probability of cutting an ace in a pack of cards 
is jV, so that the probability of getting two aces by cutting two 
packs of cards is -jV X -/^ = *^ ^ '.^ = iV X Vs '= xfe- It is evi- 
dent that the required condition will be satisfied if any one of the 
four aces in one pack is matchedwith any one of the four aces in the 
other pack, so that there are 4X4 favorable possibihties. Also 
the cutting may result in getting any one of 52 cards in one pack 
against any one of 52 cards in the other pack. So that there are 
52x52 total possibilities. Multiplying the two probabilities, 
therefore, gives the relative possibility and therefore the required 
probability for the given concurrent event. Similarly the propo- 
sition may be proved for a concurrent event involving any 
number of simple events. Thus in throwing three dice the 
probability of getting 3 fours, for instance, wih he iX^Xe=i{s; 
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the probability of drawing a deuce from a pack of cards at 
the same time that aa ace is thrown with a die, will be 
1^X1=1^; and so on. 

In figuring the probability of a concurrent event it is neces- 
sary to guard against two possible sources of error. In the 
first place the probabilities of the simple events involved in a 
concurrent event may be changed by the concurrent condition. 
Thus the probability of drawing a red card from a pack is |S, 
but the probability of drawing two red cards in succession from 
a pack is not iJX||, but HX|i, since the drawing of the first 
card changes the conditions under which the second card is drawn, 
la the second place, the probability of a concurrent event may 
be modified by the sense in which the order of simple events 
may be involved. Thus in cutting two packs of cards the prob- 
ability that the first pack will cut an ace and the second a king 
is 1^X^ = 148; but the probability that the first pack will cut 
a king and the second an ace is also ^'X.-^=-r\-s; so that the 
probability of cutting an ace and a king without r^ard to 
specific packs becomes yfy, and not tJs, as might be inferred. 

142. Misapplication of the Laws of Chance. The probability 
of a ^ven event is the relative frequency of its occurrence in 
the long run, and not in a limited number of cases. It is not 
to be expected that every two tosses of a coin will result in one 
head and one tail, since other arrangements are possible, and 
the laws of chance are founded on the idea that every possible 
event will occur its proportionate number of times. Thus in 
the case of a coin we have for all possible events in two tosses. 

Probability of 2 heads = i 

" 1 head and 1 tail = i 

" 1 tail and 1 head = 1 

2tMi3 = i 

Some one of these events must happen, so that the total prob- 
ability is i+i+i+i, which equals unity, as it should in a 
case of certainty. The probability of two tosses including a 
head and a tail (which may occur in two ways) is 1+1= i, so 
that the proposed event is not one that occurs at every trial, 
as is often inferred. 

An event whose probability is extremely high will not neces- 
sarily happen on a given occasion, and this failure to happen 
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does not imply an error in the theory of probabilities. The 
very fact that the ^ven probability is not quite unity indicates 
the chance of occasional failures. Similarly an event with a 
very small probability will sometimes happen, otherwise its 
probability should be precisely and not approximately zero. 

The probability of a future event is not affected by the 
result of events which have already taken place. Thus if a tossed 
coin has resulted in heads ten times in succession it is natural 
to look on a new toss as much more likely to result in tails than 
in heads; but mature thought will show that the probabilities are 
still one-half and one-half for any new toss that may be made. The 
confusion in such a case comes from regarding the ten successive 
heads as an abnormal occurrence, whereas, being one of the 
possible occurrences, it should happen in due course along with 
all other possible events. If tails were more likely to come up 
than heads in any particular toss, it would imply some difference 
of conditions instead of any overlapping influence. If the toss 
of a coin is ever regarded as a matter of chance, it must always 
be so regarded. 
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CHAPTER X 

THE THEORY OF ERRORS 

143. The Laws of Accidental Error. The mathematical 
theory of errors relates entirely to those errors which are purely 
accidental, and which therefore follow the laws of probability. 
Mistakes or blunders, which follow no law, and systematic 
errors, which follow special laws for each individual case, can 
not be included in such a discussion. If a sufficient number of 
observations are taken it is found by experience that the accidental 
errors which occur in the results are governed by the four fol- 
lowing laws; 

1. Plus and mimis errors of the same TJiagnitvde occur vnth 
equal frequency. 

This law is a necessary consequence of the accidental char- 
acter of the errors. An excess of plus or mifaus errors would 
indicate some cause favoring that condition, whereas only acd- 
denial errors are under consideration. 

2. Errors of increasing ynagnitude occur with decreasing frequency . 
This law is the result of experience, but for mathematical 

purposes it is replaced by the equivalent statement that errors 
of increasing magnitude occur with decreasmg facUity. For 
reasons yet to appear {Art. 146) the facility of an error is rated 
in units that make it proportional to the relative frequency with 
which that error occurs instead of equal thereto. 

3. Very large errors do not occur at aU. 

This law is also the result of experience, but it b not in 
suitable form for mathematical expression. It is satisfactorily 
replaced by the assumption that very large errors occur with 
great infrequency. 

4. Acddenial errors are systematically modified by the cw-- 
cumstances of observation. 

This law is a necessary consequence of the first three laws, 
and emphasizes the fact that these three laws always hold good 
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however much the absolute values of the errors may be modi&ed 
by favorable or unfavorable conditions. The chief circumstances 
affecting a set of observations arc the atmoapheric conditions, 
the skill of the observer, and the precision of the instruments. 

144. Graphical Representation of the Laws of Error. The 
four lp.ws of error are graphically represented in Fig. 63, in which 
the solid curve corresponds to a series of observations taken 
under a certain set of conditions, and the dotted curve to a 
series of observations taken under more favorable conditions. 
For reasons which will appear in due course any such curve is 
c^led a probability curve. The line XX, or axis of i, is taken 
as the axis of errors, and the line AY, or axis of y, as the axis 
of facility, the jwint A being taken as the origin of coordinates. 
Thus in the case of the solid curve, if the line Aa represents any 




Fia. 63.— Probability Curves. 



proposed error, then the ordinate db represents the facility with 
which that error occurs in the case assumed. The first law is 
illustrated by making the curves symmetrical with reference to 
the axis of y, so that the ordinates are equal for corresponding 
plus and minus values of x. The second law is illustrated by the 
decreasing 'ordinates as the plus and minus abscissas are increased 
in length. The third law does not admit of exact representation, 
since a mathematical curve can not have all its ordinates equal 
to zero after passing a certain point; a satisfactory result is 
reached, however, by making all ordinates after a certain point 
extremely small, with the axLs of x as an asymptote to the curves. 
The fourth law is illustrated by means of the solid curve and the 
dotted curve, both of which are consistent with the first three 
laws, but which have different ordinates for the same proposed 
error. Thus small errors, such as Aa, occur with greater frequency 
(or greater facility) in the case of the dotted curve than in the 
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case of the solid curve, as shown by the ordinate ac being longer 
than the ordinate ab; while large errors, such as Ad, occur with 
less frequency (or leas facility) in the case of the dotted curve 
than in the case of the solid curve, be shown by the ordinate 
de being shorter than the ordinate df. 

146. The Two Types of Error. The recorded readings in 
any series of observations are subject to two distinct types of 
error. The first type of error includes all those errors involved 
in the makin{f of the measurement, such as those due to imper- 
fect instrumental adjustments, unfavorable atmospheric conditions, 
imperfect bisection of targets, imperfect estimation of scale 
readings, etc. The second type of error is that involved in 
the reading or recording of the result, which must be done m 
terms of some definite least count which excludes all inter- 
mediate values. 

A given reading, therefore, does not indicate that precisely that 
value haa been reached in the process of measurement, but only 
such a value as must be represented by that reading; so that 
a given reading may be due to any one of an infinite number 
of possible values lying within the limits of the least count. 
Similarly, the error in the recorded reading does not indicate 
that precisely that error has been made in the process of measure- 
ment, but only such an error as must be represented by that 
value; so that the error of the recorded reading may in fact 
be due to any one of an infinite number of possible errors lying 
within the limits of the least count. The first type of error 
is the true type or that which corresponds to the accidental 
conditions under which a series of observations are made, while 
the second type is a false type or definite condition or limitation 
under which the work must be done. Thus in sighting at a target 
a number of times the angular errors of bisection may vary 
among themselves by amounts which can only be expressed in 
indefinitely small decimals of a second. If the least count 
recognized in recording the scale readings is one second, however, 
the recorded readii^ and the corresponding errors will vary among 
themselves by amounts which differ by even seconds. The 
probability curve of the preceding article is based oh the first 
type of error only, and is therefore a mathematically con- 
tinuous curve, since all values of the error are possible with this 
type. In speaking of the errors of observations, however, the 
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errors of the recorded values are in general understood, and these 
must necessarily differ among themselves by exactly the value 
of the least count. 

146. The Facility of Error. If an instrument is correctly 
read to any given least count, no reading can be in error by more 
than plus or minus a half of this least count; or, ui other words, 
each reading is the central value of an infinite number of 
possible values lying within the limita of the least count. If 
a great many observations are taken on a given magnitude, each 
particular reading will be found to repeat itself with more or 
less frequency, since all values lying within a half of the least 
count of that particular reading must be recorded with the 
value of that reading. If the same instrument, however, carried 
finer graduations, with the least count half the previous value, 
each reading would represent only those values within half 
the previous limits. There would then be twice as many repre- 
sentative readings, with each one standing for half as many 
actual values as with the coarser graduations. It is thua seen 
that the relative frequency with which a given readily (and 
the corresponding error) occurs, is directly proportional to the 
least count of the instrument, or least count used in recording 
the readings. Just as each reading is taken to represent an 
infinite number of possible values within the limits of the least 
count, so that readii^ must correspond to an infinite number of 
possible errors within the same limits, each possible error having 
a different facility of occurrence. Since in the long run, however, 
each readily will be practically the average of all the values 
that it represents, so the facility of the error due to that reading 
may be taken practically as the average facility of all the corre- 
sponding errors. By definition (Art. 143) the facility of a jpven 
accidental error is proportional to the frequency of its occurrence. 
It is thus seen that the relative frequency with which a given 
error (representing all possible errors due to a given reading) 
occurs, is proportion^ to the facility of that error. Since the 
relative frequency with which a given error occurs is proportional 
to both its facility and the least count, it is proportional to 
yieir product, and is always made equal to this product by using 
a suitable scale of facility. The facility of a given error is hence 
equal to the relative frequency of occurrence of that error divided 
by the least count. 
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147. The Probability of Error. By the probaMlity of an 
error is meant the relative frequency of its occurrence. Thus 
in the measurement of an angle, if a given error occurred (on 
the average) 27 times in 1000 observations, then the probability 
that an additional measurement would be in error by that same 
amount would be tUtt- The probability of a given error being 
identical with its relative frequency of occurrence is hence (Art, 
146) equal to the product of the facility of that error by the least 
count. The probability of error for a certain set of conditions 
is illustrated in Fig. 64. In this figure the spaces da, ae, eb, and 
bf are each equ^ to one-half of the least count. The probability 
that an error Aa will occur is hence, in accordance with the 
above principles, equal to the product of am (the facility) by 




Fig. 64. — The Probability of Error. 

de (the least count). As the least count is always very small, 
we may write without appreciable error, 

Probability of error Aa=amXde=&iea, dste. 

But (Art. 145) the error Aa in the recorded reading includes all 
the possible errors lying between Ad and Ae, that is, within 
half the least count each way from Aa. The area dste therefore 
represents the probability that the actual error committed lies 
between the values Ad and Ae. Similarly the area etuf represents 
the probability of an actual error between the values Ae and 
AJ. The probability that an actual error shall lie either between 
Ad and Ae or between Ae and Af (compound event. Art. 140), 
or in other words between Ad and Af, is equal to the simi of the 
two separate probabilities, that is, to the combined area dsuf. 
Or, in general, the probability that an error shall fall between 
any two values Ac and Ag, is represented by the area included 
between the corresponding ordinates cr and gv. On account 
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of this characteristic property the curve of facilities is commonly 
called the probability curve. Strictly speaking the ordinates 
limiting the area can only occur at certain equally spaced intervals 
depending on the least count, but no material error is ever intro- 
duced by drawing thera at any points whatever. 

148. The Law trf the Facility of Error is that law which con- 
nects all the possible errors in any set of observations with their 
corresponding facilities, and is expressed analytically by the 
equation of the probabUity curve, The law which governs the 
occurrence of errors in any particular set of observations is 
necessarily unknown and beyond detenni nation, being the com- 
bined result of an uncertfun number of variable and unknown 
causes. Fortunately, however, it is found by experience that 
there is one particular form of law which (with proper constants) 
very closely represents the facility of error in all classes of obser- 
vations. This form of law is that which is in accordance with 
the assumption that the arithmetic mean of the observed values 
is the most probable value when the same magnitude has been 
observed a large number of times under the same conditions. 
The same form of lawbeing accepted as satisfactory in all cases, 
therefore, the law for any particular case is determined by the 
substitution of the proper constants. 

149. Fonn of the Probability Equation. If x represents any 
possible error and y the facility of its occurrence, we may write' 

y='i>{x), (6) 

which is read y equals a function of x. When the form of this 
function has been determined the expression will be the general 
equation of the probability curve. Since the probabUity that 
the error x (of a recorded reading) will occur is equal (Art. 147) 
to its facility multiplied by the least count, we have 

P =y4x= 4>{x)4x, (7) 

in which P is the probability of the occurrence of the error x, 
and Ax is the least count. If x\, X2, . . . x„ are the true errors in 
the observed values of any magnitude Z, and Pi, Pi, . . . Pn 
are the corresponding probabilities of occurrence, we thus have 

Pi = 4>[xi)dx, Pa = 4>[x2)4x, etc. 
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The probability P of the occurrence of this particular series 
of errors, xi, xj, etc., in a set of observations of equal weight, 
being a concurrent event (Art, 141), is equal to the product 
of the individual probabilities, ^viug 

i* -'^{:ei)-0(?2). ..0(x„)-(J:r)"; .... (8) 

whence 

log P = log ^(xi) + log <f>{x2). . . + log ^(i„) + n log Jx. (9) 

The true value of the unknown quantity Z, and the errors 
Xi, X2, etc., can never be known. Any assumed value of Z will 
result in a particular series of values vi, fa, etc., for the errors 
of the several obBervationa, That value of Z will be the most 
probable which produces the series of errors which has the 
highest probability of occurrence. Replacing the true errors 
xi, Xa, etc., in Eq. (9) by the variable errors vi, v^, etc., and 
making the first differential coefficient equal to zero to obttun 
1 value of P, we have 



d log ^(vi) d log <^(V2 ) d log 4>{Vn) 

dv{ dv2 ' ' ' dv„ 

which may be written 

/^log0("i)V, I { dl0?i<{>{V2) \ , { d\0g<{>(Vn) \ 



(10) 



= 0. (11) 



But it has already been decided (Art. 134) that the arithmetic 
mean of such a series of observed values is the most probable 
value of the quantity observed. The adoption of the arith- 
metic mean as the most probable value, however, requires 
the algebraic sum of the residuals (Art. 136) to reduce to zero; 
whence 

Vi + V2 . . . + v„ -= (12) 

Since vi, V2, etc., are the result of chance, and hence independent 
of each other, it follows from Eq. (12) that the coefficients of 
Hi, etc., in Eq. (11) must all have the same v^ue. Representing 
this unknown value for any particular set of observations by the 
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constant k, we have as the general condition which makes the 
arithmetic mean the most probable value, 



dlog^W 


■K 


whence by transposition 




dlog^iv) 


-hidv. 


Integrating this equation 





log 4>{v) = ihtr^ + log c, 

in which log c represents the unknown constant of integration. 
Passing to nmnbers, we have 

4>(v) = ce**"*, (13) 

in which e equals the base of the Naperian system of logarithms. 
It is necessary at this point to remember that the probability 
of the occurrence of a ©ven error does not involve the question 
as to whether we are right or wrong in assuming that an error of 
that value has occurred in a particular observation. Thus in 
the preceding discussion the probabilities assigned to the assumed 
values of Vi, va, etc., are the probabilities for true errors of these 
values, r^ardless of whether such errors have or have not occurred 
in the given case.. It is of the utmost importance, therefore, to 
realize that Eq. (13) is not based on the assumption that the 
error v has occurred, but is a general statement of fact concern- 
ing any true error whose magnitude is v. Replacing v in Eq. (13) - 
by X, the adopted symbol for true errors, we have 

ij)(_x) = ce**™'; 

but from equation (6) 

y = <i>ix) ; 
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Since the facility y decreases as the numerical value of x increases, 
it follows that J ft: is essentially negative, and it is therefore 
commonly replaced by — A*. Making this substitution, we have 



(14) 



in which y equals the facility with which any error x occurs, 
c and h are unknown constants depending on the circumstances 
of observation, and e is the base of the Naperian system of log- 
arithms. Though correct in apparent form, Eq. (14) must not 
yet be regarded as the general equation of the probability curve, 
since the quantities c and h appear as arbitrary constants, 
whereas t wi 1 be shown in the next article that these values are 
dependent on each other. 

160. General Equation of the Probabili^ Curve. The proba^ 
bility that an error shall fall between any two given values 
(Art. 147) is equal to the area between the corresponding ordi- 
nates of the probability curve. The probability that an error shall 
fall between — oo and + oo is therefore equal to the entire area 
of the curve. But it is absolutely certain that any error which 
may occur will fall between these extreme limits, and the probar 
bility of a certain event (Art. 138) is equal to unity. The entire 
area of any curve represented by Eq. (14) must therefore be equal 
to unity. Since all probability curves have the same total area, 
it follows that any change in k will require a compensatifig change 
in c; or, in other words,'c must be a function of A. The general 
expression for the area of any plane curve is 



=J !/t 



I ydx. 
.Substitutii^ the value of y from Eq. (14) 



-/" 



The probability P that an error x will fall between the limits a 
and 6, is therefore 



-fy.. 



(15) 
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and between the limits — oo and + « , is 

p ^f ce-^'^'dx = cf" e-i''''dx. 

But this probability, being a certwnty, equals unity; whence 

1 ^cj^ e-i^'^'dx, 
or 

The second member of this equation is a definite integral whose 
evaluation by the methods of the calculus {for which such works 
should be seen) ^ves 

hence 

1 v^ 



which substituted in Eq. (15) gives for the probability P that an 
error ar will fall between any limits a and b, 



kjy-' 



Also substituting the above value of c in Eq. (14) we have for the 
general equation of the probability curve 

y-ii"-"-' (") 

in which y is the facility with which any error x occurs, e 
( = 2.7182818) is the base of the Naperian system of logarithms, 
and h (called the precision factor) is a constant depending on the 
circumstances of observation. The constant h is the only element 
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in Eq. (17) which can vary with the precidon of the work, and 
therefore of necessity becomes the measure of that precision. 
ISl. The Value of the Precision Factor. The general equa- 
tion of the probability curve is given by Eq. (17), but the definite 
equation for any particular set of observations is not known 
until the corresponding value of h has been determined. The 
probability that an error x will occur (Art. 149) is 

P =yJx = ^(x)Jx. 

Substituting ,the value of y from Eq, (17), 

P ^~e-'"^'Jx '=<l>ix)Jx (18) 

With an infinite number of observations any residual y, would be 
infinitely close to the corresponding true error xi, and the relative 
frequency with which vi occurred would not differ appreciably 
from Pi. The value of k for any particular case could thus be 
found from Eq. (18) by substitutii^ these values for P and x. 
As the number of observations is always limited, however, the 
best that can be done is to find the most probable value of h 
for the given case. The probability that a given set of errors 
has occurred is, by Eq. (8), 

P =^(X,)-^(X2). ..<^(:r„)-(Jx)". 
But from Eqs. (6) and (17) 



and 



-{-^)'e--W. 



log P . n log h - h?1^x^ + n log -ix — 2" log i 



whence by making the first derivative with respect to k equal to 
zero 
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Solving for k we have 

(19) 

in which n is the number of observations taken, and 2j^ ig the 
sum of the squares of the true errors which have occurred. The 
true errors, however, can never be known, and formula (19) must 
therefore be modified so as to give the most probable value of A 
that can be determined from the residual errors, A discussion 
of this condition is beyond the scope of this book, but for observa- 
tions of equal (or unit) weight results in the formula 

*--vS W 



in which n as before is the number of observations that have been 

taken, and Su^ is the sum of the squares of the residual errors. 

For observations of unequal weight (Art. 133) formula (19) 



M2T^ »" 

in which Spu^ is the sum of the weighted squares of the residuals, 
and k as before is the precision factor for observations of unit 
weight. 

For the general case of indirect observations (Art. 158) on inde- 
pendent quantities, that is, with no conditional equations (Art. 131), 
formula (19) becomes 

*-xS <22) 



in which n is the number of observation equations, q is the mmiber 
of unknown quantities, Spu^ is the sum of the weighted squares 
of the residuals, and h is the precision factor for observations 
of unit weight. 

For the general case of indirect observations involmng corir- 
ditional equations, formula (19) becomes 



->/= 



— q + c 



(23) 
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in which c is the number of conditional equationsj n is the number 
of observation equations, q is the number of unknown quantities, 
Sjn^ is the sum of the weighted squares of the residuals, and k is 
the precision factor for observations oT unit weight. As will be 
understood later (Art. 166), the number of independent unknowns 
is always reduced by an amount which equals the number of 
conditional equations, so that q in Eq. (22) is simply replaced by 
(g - c) in Eq. (23). 

162. Comparison of Theory and Experience. In the Funda- 
tnenta Astronomw Bessel gives the following comparison of theory 
and experience. In a series of 470 observations by Bradley on 
the right ascensions of Sirius and Altair the value of h was found 
to be 1.80865, giving rise to the following table: 



Numericftl E 


rora between 


Probftbility of 
Errora. 


Number o 


fErron, 


By Theory, 


By Experienpe. 


0.0 


0.1 


0.2018 


94 


8 


94 


0.1 


0,2 


0.1889 


88 


8 


88 


0.2 


0.3 


0.1666 


78 


3 


78 


0.3 


0.4 


0.1364 


64 


1 


58 


0.4 


0.5 


0.1053 


49 


5 


51 


0.5 


0.6 


0.0761 


35 


8 


36 


0.6 


0.7 


0.0S14 


24 


2 


28 


0.7 


0.8 


0.0328 


16 


4 


14 


0.8 


o.e 


0.0194 


9 


1 


10 


0.9 


1.0 


0.0107 


5 





7 


1.0 


« 


0.0106 


6 





8 


Totals 


1.0000 


470 





470 



The last column in this table tacitly assumes that the true errors 
do not differ materially from the residual errors, the true errors 
being of course unknown. The agreement of theory and expe- 
rience is very satisfactory. 

There are two important points to be observed in applying 
the theory of errors to the results obtained in practical work. 
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Ib the first place, the theory of errors presupposes that a very large 
number of observations have been made. It is customary, how- 
ever, to apply the theory to any number of observations, however 
limited. It is evident iu such cases that reasonable judgment 
must be used in interpreting the results obtained by the applica- 
tion of the theory. In the second pla<;e, the theory of errors is 
the theory of accidental errors. It is in general impossible to 
entirely prevent systematic errors in a process of observation; 
and such errors can not be discovered or eliminated by any -num- 
ber of observations, however great, if the circumstances of observa- 
tion remain unchanged. The theory of errors, therefore, makes 
no pretense of discovering the truth in any case, but only to 
determine the best conclusions that can be drawn from the observa- 
tions that have been made. 
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CHAPTER XI 

MOST PROBABLE VALUES OF INDEPENDENT QDAUTITIES 

163. General Oonsidenttions. In accordEtnce with the dis- 
cuaeions of the previous chapter it is evident that the true value 
of an observed quantity can never be found.. Adopting any 
particular value for the observed quantity is equivalent to assum- 
ing that a certain series of errors has occurred in the observed 
values. Manifestly the most probable value of the observed 
quantity is that which corresponds to the most probable series 
of errors; or, in other words, that series of errors which has the 
highest probability of -occurrence. It is therefore by means of 
the theory of errors {Chapter X) that rules are established for 
determining the most probable values of observed quantities. 

1S4. Fundamental Principle of Least Squares. For the general 
equation of the probability curve, Eq. (17), Art. 150, we have 

^ = V^' ' 

in which y is the facility of occurrence of any error x under the 
conditions represented by the precision factor A. The probability 
that any error x will oticur (Art. 147} is equal to its facility multi- 
plied by the least count, or 

P = yJx. 

Hence if xi, X2, ■ ■ ■ x„ are the errors in the observed values 
of any magnitude Z, and Pi, Pa, . . , P„ are the corre- 
sponding probabilities of occurrence, we have 



Pi = yi^x, Pi = y-i^x, etc. 
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The probability P of the occurrence of this particular Beries of 
errors Xi, X2, etc., in the given set of observations, being a con- 
current event (Art. 141), is equal to the product of the individual 
probabilities, giving 

P = iyiy2 . . . yn)(Jx)" = (AA"^~'''^''i^^):'- 

This equation is true for any proposed series of errors, and 
hence for that series of residual errors ti|, vg, . . . Vn, which 
results from assigning the most probable value to the observed 
quantity. In this case Sx^ becomes Su*, and we have 



But (Art. 153) the most probable value of the observed quantity 
corresponds to that series of errors which has the highest prob- 
ability of occurrence. The most probable value z of any observed 
quantity Z, therefore, requires P in Eq. (24) to be a maximum, 
and this m turn requires 2i^ to be a minimum. We thus have the 
following 

Principle: In observations of equal precision the most probable 
valves of the observed quantities are those that render the sum of the 
squares of the residual errors a minimum. 

It is on account of this principle that the Method of Least 
Squares has been so named. 

166. Dh'ect ObservationB of Equal We^t. A direct observa- 
tion (Art, 133) is one that b made directly on the quantity whose 
value ia to be determined. When the given magnitude is measured 
a number of times under the same conditions (as represented 
by the same precision factor h in the probability curve), the results 
obtuned are said to be of equal weight or precision. In such a case 
the most probable value of the quantity sought mu^ accord with 
the principle of the previous article, that is, the sum of the squares 
of the residual errors must be a minimum. 

Let z = the most probable value of a given magnitude; 
n = the number of measurements taken; 
Ml, Ma, . . . M» = the several measured values; 
then (Art. 154) 

(Afi — z)^ + {M2 — z)^ . . . + (M, — z)^ — a minimum. 
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Placing the first derivative equal to zero, 

2{Mi - 2) + 2 (Ma - z) ... + 2(Af„ - z) =0; 



whence 

and 



(Ml + jtf a . . . + M„) - nz = 0, 

_ Ml + Jtf 2 ■ . . -t 



or, expressed in words, in the case of direct observations of equal 
weight the most probable value of the unknown quantity is equal 
to the arithmetic mean of the observed values. The above 
discussion, however, must not be regarded as a proof of this 
principle of the arithmetic mean, since (Art. 149) this very prin- 
ciple was one of the conditions under which the equation of 
the probability curve was deduced. Eq. (25) therefore simply 
shows that the equation of the probability curve is correct in form 
and consistent with this principle. 

ExampU. The obaerved values (of equal weight) of an angle A are 
29" 21' 59".l, 29° 22' 06".4, and 29° 21' 58".I. What is the most probable 
value? 

29" 21' 59".l 

29 22 06 .4 

29 21 58 .1 

3) 88 06 03^ 

29 22 01 .2 

The most probable value is therefore 29° 22' 01".2. 

166. General Principle of Least Squares. When' a given 
magnitude is measured a number of times under different con- 
ditions (so that the precision factor corresponding to some of the 
observations is not the same for all of them), the results obtained 
are said to be of unequal weight or precision. In accordance with 
the sense in which weights are understood (Art. 133), an observa- 
tion assigned a weight of two means it is considered as good a 
determination as the arithmetic mean of two observations of 
unit weight, and so on. It is immaterial whether any one of the 
observed values is considered of unit weight, as this is merely a 
basis of comparison. 



:.vGoo<^Ic 



PROBABLE VALUES OF INDEPENDENT QUANTITIES 269 

Let s = the most probable value of a given magni- 

tude; 
Afi, Afa, etc. = the values of the several meaBurements; 
Pi, Pz, etc. = the respective weights of these measure- 
ments; 
api, ap2, etc. = the corresponding integral weights due to 

the use of the factor a; 
nil, 'til", etc, = the api unit weight components of My 
when considered as an arithmetical 
mean; 
wia', Titz", etc, = similarly for Mz, and so on; 

fij "21 etc. = the residuals due to jWi, 3f 2, etc.; 

then, as in Art. 134, we have 
Ml 



mi' 


+ mi" . . . 


Umi 




api 


api' 


ma' 


+ mi" . . . 


Sma 




ap2 


opa' 


2m 
2«7 


Hap-M 
1 Sap 


JlpM 



The value of z thus obtained is evidently independent of any 
particular set of values that may be assigned to the components 
nil', Wi", etc., the components jTia', ma", etc, and so on. Since 
these various components are all of equal weight we must have 
in accordance with Art. 154, 

S(z - mi)2 + S(z - maP . . . + S(z~ m„)2 = a minimum, (27) 

as a criterion that must be satisfied when z is the most probable 
value of the quantity Z. But, in accordance with Eq. (26), 
this criterion must determine the same value of z no matter what 
particular sets of values may be substituted for the components 
fti', mi", etc., mi', vh", etc., and so on. Adopting, therefore, 
the particular sets of values 

mi = mi" = . . . = Ml, 

mi = ma" = . , , = M-i, 

etc, etc., 
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whence 

2(a - mi)= = api {« - Mi)' = api-vi^, 

2(2 — rrti)' = ap2 (z — Ms)'^ ~ api-v^, 

etc. etc., 

and substituting in Eq. (27), we have 

opii'i^ + apiVi?. . . + ap„v„' = a minimum; 

or, dividing out the common factor a, 

PiPi^ + P2P2^- • ■ + Pn "n^ = a minimum, . . (28) 

We thus have the following 

General Principle: In observations of unequal precision the 
most probable values of the (Aserved guaniitiea are those that render 
the sum of the weighted squares of the residual errors a minimum. 

167. Direct Observations of Unequal Weight When a given 
magnitude is directly measured a number of times it may be 
necessary to assign different weights to the results obtained, on 
account of some chaise in the conditions governing the measure- 
ments. In such a case the most probable value of the quantity 
sought must accord with the principle of the previous article, 
that is, the sum of the weighted squares of the residual errors 
must be a minimum. 

Let z = the most probable value of a given magnitude; 
Ml, M2, . . Af„ = the several measured values; 
Pi, P2, . • . Pt. = the correspon(Ung weights; 

then (Art. 156) 

Pi{Mi — 2)^ + P2(iW2 — z)^ . . .+ p„(Af„ — 8)2 = a minimum. 

Placing the first derivative equal to zero, 

2p,0M"i - z) + ^i'Mz - z) . . . + 2p„(Af, - z) = 0; 
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1 Ml + paAf 3 . . . + p„M„) - (p, + p2 . . . + P„) 2 = 0, 



2 Pl-'tfl + P2M2. ■ ■ +PnM„ ^ SpM . 

Pi + P2 ■ ■ ■ + Pn Sp ' ' ■ ■ 

or, expressed in words, in the case of direct observations of unequal 
weight the moat probable value of the unknown quantity is equal 
to the we^hted arithmetic mean of the observed values. The 
above discussion, however, must not be regarded as a proof of 
this principle of the we^hted arithmetic mean, since Eq. (29) 
is deduced from a principle based in part on the truth of Eq, (26), 
which is identical with Eq. (29). As the truth of Eq. (26) is 
established in Art. 156, however, Eq. (29) shows that the general 
principle of least squares leads to a correct result in a case where 
the answer is already known. 

Example. The observed values for the length of a certain base line are 
4863.241 ft. (weight 2), and 4863.182 ft. (weight 1). What ie the most 
probable value? 

4863.241 X 2 = 9726.482 
4863.182 X 1-4863.182 



4863.221 
The most probable value ia thtrefore 4863.221 ft. 

168. Indirect Observations. An indirect c^servaiion is one 
that is made on some function of one or more quantities, instead 
of being made directly on the quantities themselves. Thus in 
measuring an angle by repetition the observation ia indirect, as 
the angle actually read is not the angle sought, but some multiple 
thereof. Similarly when angles are measured in combination 
the observations are indirect, since the values of the individual 
angles must be deduced from the results obtained by some pro- 
cess of computation. 

An observation equation is an equation expressing the function 
observed and the value obtained. Thus if x, y, etc., represent 
the imknown quantities whose values are to be deduced from the 
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observation, we may have as observation equations such expres- 
sions as 

"» to = 185" 19' 40", 

or 

7x + l(^-Sz = 65.73, 

according to the function observed. 

In general the observation equations which occur in geodetic 
work may be written in the following form : 



flix + 6ij/ + CiZ . . . = Ml (weight pi) 
flax + bsy + c^ . . . = M2 (weight pa) 



OnX + 6„J/ + C„Z . . , = Mn (weight Pn) 



(30) 



in which ai, as, bi, ^s etc., are known coefficients; x, y, etc., are 
the unknown quantities; Mi, Afa, etc., are the observed values; 
and pi, p2, etc., are the respective weights of these values. If the 
number of observation equations is less than the number of unknown 
quantities, the values of x, y, z, etc., can not be found, nor even 
their moat probable values. If the number of observation equar 
tions equals the number of unknown quantities, the equations 
may be solved as simultaneous equations, and each equation will 
be exactly satisfied by the values obtained for x, y, z, etc., even 
though these values are not the ^e values sought. If the num- 
ber of observation equations exceeds the number of unknown 
quantities there will in general be no values of x, y, z, etc., which 
will exactly satisfy all the equations, on account of the unavoidable 
errors of observation. Hence if the Tnost probable values of the 
unknown quantities be substituted the equations will not be 
exactly satisfied, but will reduce to small residuals vi, V2, V3, etc. 
If, therefore, x, y, z, etc., be understood to mean the most probable 
values of these quantities, we will have 

Oix + &ij/ + C|Z . . , — Ml = vi (weight pi) 
a^ + b^y + c-^ . . . — M2 = V2 (weight P2) 



a„x + 6„j/ + CnZ . . . — M„ = f„ (weight p„) 
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By a consideration of these equatiouB, together with any special 
conditions which must be satisfied, rules may be established for 
finding the most probable values of the unknown quantities in 
all cases of indirect observations. 

169. Indirect Observations of Equal Weight on Independent 
Quantities. An independent quantity is one whose value is 
independent of the value of any other quantity under considera- 
tion. Thus in a line of levels the elevation of any particular 
bench mark bears no necessary relation to the elevation of any 
other bench mark; whereas in a triangle the three angles are not 
independent of each other, as their sum must necessarily equal 
180°. 

In the case of indirect observations of equal weight on inde- 
pendent quantities, the most probable values of the unknown 
quantities are found by a direct application of the method of 
normal equations. A normal equation is an equation of condi- 
tion which determines the most probable value of any one unknown 
quantity corresponding to any particular set of values assigned to 
the remainii^ unknowns. A normal equation must therefore 
be specifically a normal equation in x, or in y, etc. By forming 
a normal equation for each of th« unknowns there will be as many 
equations as unknown quantities. The solution of these equa^ 
tions as simultaneous will give a set of values for the unknowns 
in which each value is the most probable that is consistent with 
the remaining values, which can only be the case when all the 
values are simultaneously the most probable values of the unknown 
quantities. 

To establish a rule for forming the normal equations in the 
case of equal weights let us re-write Eqs. (31), omitting the 
weights, thus: 



aix + biy + ciz ... — Ml 
023: + 62J/ + CjS . . . — Af 2 



(32) 



In accordance with Art. 154 the most probable values of the 
unknown quantities are tl^ose which give 



= a mmunum. 
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Since (.in ^ontung the normal equations) the most probable value 
of X is desired for any assumed set of values for the remaining 
unknowns, we place the first derivative with respect to x equal 
to zero; whence, omittii^ the common factor 2, we have 

But from Eqs. (32), under the given assumption of fixed values 
for all quantities excepting x, we obtain 



dx "" dx "*" """■' 
whence by substitution, 

aiCi + <i2i'2 . . . + o-nVn = = uofmal equation in x. 
In a mmilar manner we have 

h\v\ + ft2i'2 . . . + fcni'n = = uormal equation in y; 

Cim + avt . . . + Cn^n = = normal equation in z; 
etc., etc.; 

and hence for forming the several normal equations in the case 
of indirect observations of equal weight on independent quan- 
tities, WD have the following 

Rule : To Sorm the normal equation for each one of the unkTiown 
quantities, multiply each observaiion equation by the olgeferatc 
coefficient of that unknoton quaniily in that equalion, and add the 
results. 

Having formed the several normal equations, their solution 
as simultaneous equations ^ves the most probable values of the 
unknown quantities. 

Bxawple 1. Given the observation equation 

&r = 00° 15' 30". 

In applying the above rule to this case we would have to multiply the whole 
equation by 6, and then divide by 36 to obtain the most probable value 
of X. It is evident that we would obtain the same value of x by dividii^ 
the origiiial equation by 6, so that in the case of a single equation with a 
single unknown quantity the most probable value of that quantity is obtained 
by simply solving the equation. 
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Example S. Given the observation equations 

2x = 124.72, 
X = 62.31, 
7x ~ 439.00. 

Multiplying the first equation by 2, the second by 1, and the third by 7, 

ix - 249.44; 

X = 62.31; 

49s - 3073.00; 

whence by addition we obtain the normal equation 

6ix~ 3384.75, 
the sohition of which gives 

X = 62.68, 

which is hence the most probable value that can be obtained from the given 
set of observations. The student ia cautioned against adding up the obser- 
vation equations and solving for x, as this plan docs not pve the most 
probable value in such cases. 

Example 3. Given the obBecvation equations 

2x + y = 31,65, 
x-3v= 5.03, 
X- y - 11.26. 

PoUowii^ the rule for normal equations, we have 

4x + 2y - 63.30 

X -3y = 5.03 

X- y = 11.26 
Ox — 2y = 70.59 = normal equation in x; 



— 2x + lly = 5.30 = normal equation in y. 

It is absolutely essential in forming the normal equations to multiply by 
the a^^raic coefficients as illustrated above, and not simply by the numerical 
value of the coefficient. Bringing the normal equations together, we have 
fe - 2i; - 79.59, 
-2x + Utf = 5.30. 

Attrition b called to the fact that the coefficients in the first row and first 
column are identical in sign, value, and order, and that the same is true of 
the second row and second column. The same law would hold good if there 
were a third row and a third column, and so on (Art. 162); and this is a 
check tliat must never be neglected. Solving the two normal equations as 
simultaneous equations, we have 

X - 14.29 and y - 3.08, 
and these are hence their most probable values. 



:.vGoo<^Ic 



276 GEODETIC SURVEYING 

160. Indirect Observations of Unequal Weight on Independent 
Quantities. In the case of indirect observations of unequal 
weight on independent quantities, the most probable values of 
the unknown quantities are found by the solution of one or more 
normal equations which involve the different weights in their 
formation. 

To establish a rule for forming the normal equations in the 
case of unequal weights let us re-write Eqs. (31), thus: 

aix + biy + ciz . . . — Ml = vi (weight pi) 

a2X + ftaj/ + c-a . . . — M2 = V2 (weight p2) 



a^x + fe„v -^ c^z . . . — M„ = v„ (weight pn) 



(33) 



In accordance with Art. 156 the moat probable values of the 
unknown quantities are those which give 

■piVi^ + piv^ . ■ ■ + PnV^ = a minimum. 

Since (in forming the normal equations, Art. 159) the most 
probable value of x is desired for any assumed set of values for 
the remaning unknowns, we place the first derivative with 
respect to x equal to zero; whence, omittii^ the common 
factor 2, we have 

(dvA 



pin b; + P2«2 -jr ■ ■ ■ + VnVn[-iz] = 0. 



But from Eqs. (33), under the given assumption of fixed values 
for all quantities excepting x, we obtain 

__„„ ^_<,„ etc.; 

whence by substitution, 

(fflipOm + (a2p2)v2 . . . + ia„pn)v„ = = normal equation in x. 
In a similar manner we have 

(J)ipi)vi + {b2P2)v2 . . . + (.Kp„)v„ = = normal equation in y; 

(cipi)ui + {c2P2)v2 . . . + (cnPn)»n = = normal equation in z; 
etc., etc.; 
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and hence for forming the several norma! equations in the case 
of indirect observations of unequal weight on independent quan- 
tities, we have the following 

EuLE : To farm the normal equcUion for each one of the unknown 
guantities, multiply each observation equation by the product of the 
weight of that observation and the algebraic coefficient of that unknown 
quantity in that equation, and add the results. 

Having formed the several nonnal equations, their solution 
as simultaneous equations gives the most probable values of the 
unknown quantities. 

Example 1. Given the observation equations 



Multiplying the first equation by 6 ( = 3 X^2), and the second equaticm by 
15 ( = 5 X 3), we have 

l&c = 93°03'27".6; 

75* = 387 43 45 .0; 

whence by addition we obtain the normal equation 

•Six = 480° 47' 12".6, 
Uie solution of which gives 

1 = 5'' 10' ll".l. 



Example B. Given the observation equations 

x+ y = 10.90 (weight 3), 
2* - 3/ = 1.61 (we^t 1), 
I 4- 3y = 24.49 (weight 2). 



Following the rule for normal equations, wi 


a have 


ar + 3y = 32.70 
4i - 2y = 3.22 
2x+6y = 48.98 
9x + 7y = 84.90 = 


■ nonnal equation in 


3x+ 3y 32,70 

-2i+ i/=-1.61 

Gx + 18y - 146.94 





7s .+ 22j/ - 178.03 - nonnal equation 
Solving theee two normal equations aa aimultaneous, we have 

I - 4.172, and ' jf = 6.765, 
and these are hence their most probable values. 
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161. Reduction of Weighted Observations to Equivalent 
Observations of Unit Wei^t. To establish a rule for this pur- 
pose let us re-write Eqs. (30), thus: 

aix + biy + ciz . . . = Mi (weight pi), 

aix + b2y + C2Z . . . •* M2 (weight pa). 



OnX + b„y + c„z . 



• Mn (weight p„). 



Let C be such a factor as will change the first of these equations 
to an equivalent equation of unit weight, so that we may writ© 



CaiX + Cbiy + Cciz . 



= CM, (weight 1), 
= Af 2 (weight P2) , 



a«« -1- b^y + c^ . 



Af „ (weight p„) ; 



in which the most probable values of x, y, 2, etc.", are to remain the 
same as in the original equations; or, in other words, the two 
sets of equations are to lead to the same normal equations. In 
accordance with the rule of Art, 160, we have from the first set 
of equations 

(piai^x+piaibiy+piaiciz . . . =piajMi) 

+ {p2a2''x+P2a^2y+P2a2C2Z . . . =p^2M2) 

+ { etc., etc ) 

and from the second set of equations 

{C^ai^x+C^aibiy+C'aiciz . . . =C^aiM{) 

+ (p2a2^X-|-p202fc2j/-|-p202C2Z. . . =P^2M2) 

-H ( etc., etc ) 



Normal 

equation 

in X 



Normal 

equation 

in X 



Comparing Eq. (34) with Eq.(35), term by term, we find they are 

in all respects identical provided we write 

C2=pi; 
whence 

C = V^, (36) 
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From the symmetry ot the equationa involved it is evident that 
the same conclusion would result from a comparison of the nor- 
mal equations in y, z, etc. Hence it is seen that an observation 
equation of any given weight may be reduced to an equivalent 
equation of unit weight by multiplying the given equation by the 
square root of the given weight. Evidently the converse of this 
proposition is also true, so that an equation of unit weight can be 
raised to an equivalent equation of any given weight by dividing 
the given equation by the square root of the given weight. The 
general laws of weights, as given in Art. 53, are readily derived 
by an application of these two principles. The new equationa 
formed in the manner described, and taken in conjunction with 
the new weights, may be used in any computations in place of the 
ori^nal equations, whenever so desired. 

Example 1. Given the obBervation equation 

3x = 8.66 (weight 4). 

What ia the equivalent observation equation of unit we^t? 
Since the square root of 4 ia 2, we have 

6s = 17.32 (weight I) 
as the equivalent equation. 

Example 2. Given the obaervation equation 

ae + % = 11.04 (weight 1). 

What ia the equivalent obaervjition equation of the we^t 9? 
Since the square root of 9 is 3, we have 

x + 2y = 3.68 (weight 9) 

as the equivalent equation. 

Examfle S. Given the observation equation 

x + v -2e = a (weight 3). 

What is the equivalent observation equation of the we^t 77 
Multiplying by Vd and dividing by "^7, we have 

Vfs + Viy- 2\/~^z = V?a (weight 7) 

as the equivalent equation. 
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162. Law of tbe Coefficieots in Nonnal Equations. In accord- 
ance with Art. 158, we may write in general for any set of 
obseivations 

i!^ + biy +ciz- . . . = Ml (weight pi), 
azx + &zy + caz . . . = Ma (weight pa) , 



. a„x + bay + c„z. . . = M„ (weight p„). 

Forming the normal equation in x in accordance with the rule of 
Art. 160, the multiplying factors are pioi, piCs, etc., giving 

piar^x + piOibiy + piajciz . . . = piaiMi 



P^d-nX + p„a„b„y + PnOnCnZ ■ . . = p„a„M„ 

S(pa'}a;+S(pat}y-|-S(pac)2, . . =2(paM)=normal equation inx. 

Similarly, for the normal equation in y, the multiplying factors 
are pifri, P262, etc., giving 

S{pa6)i + S{p62)y + S(p6c)z . . . = ll{pbM) = normal equation in y. 

Similarly, for the normal equation in z, the multiplyii^E factors 
are pici, P2C2, etc., giving 

S(pac)a; + S(p6c)y + S{pc*)z , . . = 2(pcJtf) = normal equation in z; 

and so on for any additional unknown quantities. Collectii^ 
the several normal equations together, we have 

2(pa2)x + £(pa6)!/ + 2(pac)z. . . = 2(paJM) 
2(pa6)a; + ^{pb^y + S(p6c)z . . . =- 2(p6JW) 
2(pac)a: + 2(pfec)!/ + ^ip<^)z . . . = S(pcM) 
etc., etc. 

An examination of these equations shows that the coefficients in 
the first row and in the first column are identical in sign, value, 
and order. The same proposition is true of the second row and 
second column, the third row and third column, and so on. This 
is hence the general law of the coefficients in any set of normal 
equations, and furnishes a check on the work that should never 
be neglected. 
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Example. Let the followiog observation equations be given: 



z = 8.71 (weight 2), 

z - 2.16 (weight 1), 

z - 1.07 (we^t 2), 

y = 1.93 (weight 1). 



The correspondii^ normal equations are 



lOx — 5]/ — z « 38.93 = normal equation ii 
6x + ISy — IQsr = — 7.97 = normal equation ii 
a; — lOy + 19s — — 15.22 = normal equation ii 



from which we have 



Coefficients ii 



/ Firet row are 
I First column are 


+ 10, - 5, 
+ 10, - 5, 


- 1. 

- 1 


/ Second row are 
I Second column a 


- 5, +15, 
e - 5, + 15, 


- 10 

- 10 


r Third row are 
I Third column ar 


- 1, - 10, 

- 1, - 10, 


+ 19 
+ 19 



163. Reduced Observation Equations. Such observation equa- 
tions aa are likely to occur in geodetic work may be -written under 
the general form 

ax + by + ct + etc. = M (37) 

Substituting 

a: = aii + «! ] 
y = yi + V2 

Z = ZI + V3 



(38) 



in which Xi, j/i, Zi, etc., are any assumed constants, and cj, vz, Vz, 
etc., are new unknowns, the equation takes the reduced form 

ai)i+bv2 + cv3+ etc. = Jf — {axi +byi+asi + etc.). (39) 

In this new equation it will be noticed that the first member is 
identical in form with the first member of the original equation, 
the only change being the substitution of the new variables for 
the old ones; and that the second member is what the original 
equation reduces to when the assumed constants are substituted 
for the corresponding variables. The reduced observation 
Eq. (39) may therefore be written out at once from the observa- 
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tion Eq. (37), without goit^ through the direct eubetitution of 
Eqs. (38). Particular attention is called to the second member 
of Eq. (39), in which it is seen that the result due in any case to 
the use of the assumed values of x, y, etc., must always be sub- 
tracted from the corresponding measured value, and not vice 
versa, as any error in sign will render the whole computation 
worthless. It is also to be noted that the original weights apply 
also to the reduced observation equations, since these are simply 
different expressions for the original equations. 

In view of the meaning of the terms in Eqs. (38) it is evidaat 
that the most probable value of x is that which is due to the most 
probable value of vi, and correspondingly with all the other 
unknowns. We may, therefore, in any case, reduce all the 
original observation equations to the form of Eq. (39), determine 
from these reduced equations the most probable values of vi, ua, 
etc., and then by means of Eqs. (38) determine the most probable 
values of x, y, z, etc. The object of this method of computation 
b to save labor by keeping all the work in small numbers. This 
result is accomplbhed by assigning to xi, yi, etc., values which 
are known to be approximately equal to x, y, etc., as this will 
evidently reduce the second term of equations like Eq. (39) to 
values approximating zero. Approximate values of the unknowns 
are always obtainable from an inspection of the observation 
equations, or by obvious combinations thereof. 

Ewtmpie /. Given the following obaervation equationB: 

X = 178.651, 

y = 204,196, 

• I + !/ - 382.860, 

2x + y = 561.522; 

to find the most probable values of the unknowns by the method of reduced 
observation equations. 

Assumii^ for the moat probable values 



e have by aubetitution in the observation equations, or directly in accord- 
ice with Eq. (39), 

vi = 0.000; 

t^ = 0.000; 

I'l + a. = 0.012; 

2fi + f, = 0.024. 
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Svi+Svi" 0.038; 
whoae eohition gives 

V, = 0.008 and v, = 0.004; 

whence for the moat probable values of x and y we have 



These results are identical with what would have been obtained if any other 
values had been used for ri and yi, or if the normal equations had been 
formed directly from the original observation equatiooB. 

Ejxanpk S. Given the following observation equations; 

2x+ y ~ 116" 38' 19" .7 (weight 2), 

x-\- y = 73 17 22 .1 (weight 1), 

X ~ 1/ = 13 24 28 .3 (weight 3), 

* + 2y - 103 13 47 .7 {weight 1); 

to find the moBt probable values of the unknowns by the method of reduced 
observation equations. 

It ie readily seen that the first two of these equations are exactly satisfied 
if we write 

X = 43° 20' 57".6; 
y - 29 66 24 .5. 

Adopting these as the approximate values we have for the most probable 

r = 43° 20' 57".8 + iii; 
y - 29 66 24 .5 + (^i; 

whence by substitution in the observation equations, or directly in accord- 
ance with Eq. (39), we have 

201 + », - 0".0 (weight 2); 

P, + P, - .0 (we«ht 1); 

V,- „,- -4 .8 (weights); 

H, + 2h, = 1 .1 (weight 1). 

Forming the normal equations from the^e reduced observation equations, 

13b, + 4k, = - 13".3; 
4i>, + 10«, = 16 .6; 
whose solution gives 

vi- - 1".75 and m - + 2".36; 

whence for the most probable values of x and y we have 



As in the previous example these results f^e identical with what would have 
been obtained if any other values had been used for Xi and y,, or if the normal 
equations had been formed directly from the ordinal obsOTvation equations. 
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CHAPTER XII 

MOST PROBABLE VALUES OP CONDITIONED AND COMPUTED 
QUANTITIES 

164. -Conditional Equations. The methods heretofore given 
detennine the most probable values in all cases where the quanti- 
ties observed are independent of each other. In many cases, how- 
ever, certain rigorous conditions must also be satisfied, so that any 
change in one quantity demands an equivalent change in one 
or more other quantities. Thus in a triangle the three angles 
can not have independent values, but only such values as will add 
up to exactly 180". When quantities are thus dependent on each 
other they are called conditioned quantities. By an equation of 
condition or a conditional equaiion is meant an equation which 
expresses a relation that must exist among dependent quantities. 
Thus if X, y, and z denote the three angles of a triangle we have 
the corresponding conditional equation 

x + y +z = 180°. 

In such a case the most probable values of x, y, and z are not 
those values which may be indidducdly the most probable, but 
those values which belong to the most probable set of values that 
will satisfy the given conditional equation. In accordance with 
the principles heretofore established that set of values is the most 
probable which leads to a minimum value for the sum of the 
weighted squares of the resulting residuals in the observation 
equations. 

In the problems which occur in geodetic work the conditional 
equations may in general be expressed in the form 



ffli* + a2y . . . + aj. 
bix + b2y . . . + bj 



mix + m^y . . . + ^"-J = E„ 



(40) 
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in which x, y, t, etc., are the most probable values of the unknown 
quantities, and u is the number of such quantities. It is evident 
that the number of inde-pendeni conditional equations must be 
less than the number of unknown quantities. For if these equa- 
tions are equal in number with the unknown quantities their 
solution as simultaneous equations will determine absolute values 
for the unknowns, so that such quantities can not be the subject 
of measurement. While if the number of these equations exceeds 
the number of unknowns, such equations can not all be inde- 
pendent without some of them being inconsistent. On the other 
hand the total number of equations {sum of the observation and 
the independent conditional equations) must exceed the number 
of unknown quantities. For if the total number of equations is 
equal to the number of unknown quantities, their solution as 
simultaneous equations will furnish a set of values which will 
exactly satisfy all the equations, without involving any question 
of what values may be the most probable. While if the total 
number of equations is less than the number of unknown 
quantities the problem becomes indeterminate. 

There are in general two methods of finding the most probable 
values of the unknown quantities in cases involving conditioned 
quantities. In the first method the conditional equations are 
avoided (or eliminated) by impressing their significance on the 
observation equations, which reduces the problem to the cases 
previously given. In the second method the c^servatwn equa- 
tions are eliminated by impressing their significance on the con- 
ditional equations, when the solution may be effected by the 
method of correlatives (Art. 167). The first method is the most 
direct in elementary p oblems, but the second method greatly 
reduces the work of computation in the case of complicated 
problems. 

16S. Avoidance of Conditional Ec^uations. In a large num- 
ber of problems it is possible to avoid the use of conditional 
equations by the' manner in which the observation equations are 
expressed. The conditions which have to tie satisfied in any 
given case are never alone sufficient to determine the values of 
any of the unknown quantities, as otherwise these quantities 
would not be the subject of otiservation. It is only after definite 
values have been assigned to some of the unknown quantities 
that the conditional equations limit the values of the remaining 
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ones. In any problem, therefore, a certain number of values 
may be regarded as independent of the conditional equations, 
whence the remainii^ values become dependent on the independent 
ones. Thus in a triangle any two of the angles may be regarded 
as independent, whence the remaining one becomes dependent 
on these two, since the total sum must be 180°. In any elementary 
problem it ia generally self evident as to how many quantities 
must be regarded as independent, and which ones may be so taken. 
In such cases the conditional equations may be avoided by 
writing out all of the observation equations in terms of the 
independent quantities. The most probable values of these 
quantities may then be found by the regular rules for independent 
quantities, whence the most probable values of the remaining 
quantities are determined by the surrounding conditions that 
must be satbfied. 



Wliat are the most probable values of these &i 
It is evident from the figure that these angles 
;ct to the condition 




If, however, we write the observation equations in the 

I = 28° U' 52".2; 
y - 30 42 2 
x+y = 5B 54 1 

"the conditional equation is avoided, since x and y are manifestly inde- 
pendent angles. The second set of observation equations must lead to 
exactly the same figures for the moBt probable values of x and y (and hence 
for z) as the first set, since it is only another way of stating exactly the 
same thing. Since x and y ate independent angles we may write tor the 
most probable values 

a: = 28° 11' 52".2 + "i; 

1/ = 30 42 22 .7 + p,; 

whence the reduced observation equations are 

V, ' = 0".O; 

v, = .0; 

fi + 1^ - 2 .7. 
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The corresponding normal equations are 

2v,+ V, = 2".7; 
ui + 2k, - 2 ,7; 
whose solution gives 

V, = + 0".S and oj - + 0".9. 

The moat probable values of the given angles are therefore 

a; = 28° 11' 53".l; 
y = m 42 23 .6; 
2-58 64 16 .7. 

Sxampk S. Referring to Fig. 66, the following angular measurements 
have been made: 

I = 80° 45' 37" .6 (weight 2>; 
y - 135 08 14 .9 (weight 1); 
s = 144 06 10 .8 (weights). 

What are the most probable values of these angles? 
It is evident from the figure that these angles are 
subject to the condition 

« + y + « = 360°. 

Any two angles at a point, such as x and y, may 
be regarded as independent, so that the conditional 
equation is avoided by writing all the observation 
equations in terms of these two quantities. Thus we 

I = 80= 45' 37".6 (weight 2); 

J* - 135 08 14 .9 (weight 1); 

360° - C« + !*)=■ 144 06 10 .8 (weight 3); 

whence by substituting 



Vi = 0".0 (weight 2); 

V,- .0 (weight 1); 

„,+,;,= -3 .3 (weight 3); 

from which the normal equations are 

5ii,+3vt 9".9; 

3ki +4ffi = - 9 .9; 
whose solution gives 

K, = - 0".9 and «i = - 1".8. 

The most probable values of the given angles are therefore 

I = 80° 45' 36".7; 
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166. Elimmation of Conditional Equations. If the con- 
ditional equations can not be directly avoided, as in the 
preceding article, the same result may be indirectly accomplished 
by a^ebraic elimination, as about to be explained. The number 
of unknown quantities (Art. 164) necessarily exceeds the number 
of independent conditional equations. The number of dependent 
unknowns, however, can not exceed the number of independent 
conditional equations, since any values whatever may be assigned 
to the remaining unknowns and still leave the equations capable 
of solution. Thus if there are five unknowns and three independent 
conditional equations, any values may be assigned to any two of 
the unknowns, leaving three equations with three unknowns and 
hence capable of solution. The unknowns selected as arbitrary 
values thus become independent quantities on which all the others 
must depend, and the number of unknowns which may be thus 
selected as independent quantities is evidently equal to the 
difference between the total number of unknowns and the number 
of independent conditional equations. If the most probable 
values are assigned to the independent quantities, the most 
probable values of the dependent quantities then become known 
by substituting the values of the independent quantities in the 
dependent equations. The general plan of procedure is as 
follows: 

1. Determine the number of independent unknowns by sub- 
tracting the number of conditional equations from the number 
of unknown quantities, 

2. Select this number of unknowns as independent quantities. 

3. Transpose the conditional equations so that the dependent 
quantities are all on the left-hand side and the independent quan- 
tities on the right-hand side. 

4. Solve the conditional equations for the dependent unknowns, 
which will thus express each of these dependent unknowns in 
terms of the independent unknowns. 

5. Substitute these values of the dependent unknowns in the 
observation equations, which will then contain nothing but 
independent unknowns. 

6. Find the most probable values of the independent unknowns 
from these modified observation equations by the regular rules 
for independent quantities. 

7. Substitute these values of the independent unknowns in 
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the expreBsions for the dependent unknowns, a'nd thus determine 
the moat probable values of the remaining quantities. 

ETxmvple. Given the following data, to find the most probable valuee 
of X, y, and z: 

r X = 17.82 (weight 2); 

Observation equations \ y '^ 15.11 (weight 4); 

t. « = 29.16 (weight 3). 

Conditional equations {ft^_ Z'^fJ^' 



Number of observation equations = 3. 
Number of conditional equations = 2. 
Number of independent quantities = 1. 

Let X be the independent quantity, and y and z the dependent quantities. 
Transpose the conditional equations so as to leave only the dependent 
quantities on the left hand aide, thus; 

5y - 112.00 - 2«; 



Solve for thq dependent quantities, giving the dependent equations 



Substitute in the observation equations, givii^ 

X = 17.82 (weight 2); 
22.40 - 0.4e = 15.11 (weight 4); 
- 16.60 + 2.6a; = 29.16 (weight 3); 
whence 

X = 17.82 (weight 2); 
0.4a - 7.29 (weight 4); 
2.6r = 45.76 (weight 3); 

in which a ia an independent unltnown. Forming the normal equation 
by multiplying the above equations respectively by 3, 1.6, and 7.8, we have 

2.0te = 35.640, 
0.641 - 11.664, 

20.28X = 356.928 



which, substituted in the first dependent equation, ^ves, 
y = 22.40 - 0.4(17.637) = 15.345, 
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and subatituted in the second dependent equation, gives 

z 16.60 + 2.6(17,637) - 29.255; 

ao that for the most probable values of the unknown quantities, we have 

X - 17,637; 
y - 15,345; 

a = 29,255. 

As a check on the work of computation, we may substitute tbeae values in 
the conditional equations, giving 

2x + ^ =35.274 + 76.725 =111.999; 

3^4- y -z = 52.911 + 15.345 ■- 29,255 = 39,001; 

from which it is seen that each equation checks with the corresponding 
conditional equation within 0.001, which is an entirely satisfactory check. 
The essential feature of the above method is the elimination of the con- 
ditional equations. In Art. 167 the same problem is worked out by elim- 
inating the (^Mervation equations. The results obtained are of course 
identical. 

167. Method of Correlatives. The general method of correla- 
tives is beyond the scope of the present volume. The case here 
given is the only one that is likely to be of service to the civil 
engineer. In this case the observations are made directly on 
each unknown quantity, and the number of observation equations 
equals the number of unknown quantities. Let u be the number 
of unknown quantities, for which the observation equations may 
be written 

X = Ml (weight pi) ; 
y = M2 (weight P2) ; 

t = Mu (weight pu) ; 
and for which (Art. 164) the conditional equations may be written 

aix + a2y... + aj = E^ 
bix + b2y ... + Kt ^ Eb 



miX + m^y . . . + m„t = E„ 



(41) 



If, as heretofore, x, y, t, etc, be understood to represent the most 
probable values of the unknown quantities, and vi, fa, ti«, etc., 
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ipondiDg residuals in the given equations, we 



represent the 
may write 



X = Ml + vi (weight pi) 
y = Ms+V2 (weight pa) 



(42) 



t = M„ + v^ (weight p„) , 
which, substituted in Eq, (41), give the conditional equations 

OlPl + asV2 . . . + OuVu = ^a 

bivi + 62V2 . . . + Kv^ = Et 



■ HbM 



mivi + OTafa . . . + m^v^ — E„ — StwJW 



(43) 



As explained in Art. 164, these conditional equations must be 
leas in number than the number of unknown quantities. The 
values of wi, V2, etc., thus become indeterminate, and an infinite 
number of sets of values will satisfy the equations. The values 
in any one set (called simultaneous values) are not independent, 
however, as they must be such as will satisfy the above equations. 
If vi, V2, etc., in Eqs. (43) are assumed to vary through all 
possible simultaneous values due to any set of values dvi, dv2, 
etc., and all possible sets of values dwi, dvz, etc., are taken in turn, 
the most probable set of values Vi, vn, etc., for the given set of 
observations will eventually be reached. The values dvi, dv2, 
etc., in any one set, however, can not be independent, as it is 
evident that dependent quantities can not be varied indepen- 
dently. Differentiatii^ Eqs. (43), we have 



aidoi + aidvz . . - + a^«a = ] 
bidui + fcadua . . . + h^dv^ = I 



m^dvi + m2dv2 . . . + w 



(44) 



and these new equations of condition show the relations that must 
exist among the quantities dvi, dv2, etc. Since the number of 
equations is less than the number of quantities dvi, dv2, etc., it 
follows that an infinite number of sets of simultaneous values, of 
dvi, dv2, etc., is possible. In order to involve Eqs. (44) simul- 
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taneously in an algebraic discussion it is necessary to replace 
them by a single equivalent equation, meaning an equation so 
formed that the only values which will satisfy it are those which 
will individually satisfy the original equations which it replaces. 
This is done by writing 

ki{aidvi 4- 02du2 . . . + Ourffu) 1 

+ ksihdvi + hudv-i ... 4- hj.v^) ^ ^^_ , 

+ km{midvi + m2rfi'2 ■ ■ ■ + wiudy„) I 

in which ki, ks, etc., are independent constants which may have 
any possible values assigned to them at pleasure. Since Eq, (45) 
must by agreement remain true for all possible sets of values 
ki, k2, etc., its component members must individually remain 
equal to zero. But these component members are identical with 
the first members of the original conditional equations, so that 
no set of values dvi, duz, etc., can satisfy Eq, (45) unless it can 
also satisfy each of Eqs. (44), The values in any such set are 
called simultaneous values. 

In order to determine the most probable values of vi, V2, etc, 
we must have (Art. 156) 



PIVI^ + P2V2^ 



= a mmimum. 



In accordance with the principles of the calculus for the case of 
dependent quantities the first, derivative of this expression must 
equal zero for every possible set of values dvi, dvi, etc. Hence, 
by differentiating, and omitting the factor 2, we have 

PlVidVi + p2V2dV2 ■ - ■ + Pu^udVu = 0, . . . (46) 

in which dvi, dv2, etc., must be simultaneous values. Since these 
values are also simultaneous in Eq, (45), we may combine this 
equation with Eq, (46) and write 

PlVldvi ■+■ p2V2dV2 . . . + Pu^'u'^f K 

kiiaidvi + a2dv2 . . . + dudvu) 
+ ksibidvi + b2dv2 . . . + KdvJ) 

+ k„(}nidvi + m2dv2 ■ ■ • + nt^dv^) 
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whence, by rearrangiiig the terms, we have 

f IPi^i - (*i«i + ^ai*! ■ ■ ■ + l<:mmi)]dvi 

J +'[P2T3 - {feia2 + A!2&2 . . . + k,„m2)]dV2 

I- + {PuVu — (fci«u + fcafcu . . . + kmniu)]dvu 

Since fci, ia, etc., are independent and arbitrary constants, it ia 
evident that this equation can not be true unless its component 
members are each equal to zero, so that 

- k^mi)]dvi = 0; 



. . + k„mi 
. . + k„m2 



[Pl"! - (ftl«l + ^261 


etc 




from which we have 




pii>i = 


fcidi + ^26 


P2W2 = 


ftifla + ^2^ 



p^v^ = fcia„ 4- kzh^ - . ■ + k„m^ 

as the general equations of condition for the most probable 
values of vi, V2, etc. 

It is evident that Eqs. (48) cEin not be solved for m, V2, etc., 
until definite values have been assigned to fti, ^2, etc. In the 
general discussion of the problem the values of fci, ^2, etc., have 
been entirely arbitrary, since the numerical requirements of 
Eqs, (43) vanished in the differentiation. In any particular case, 
however, the m conditional Eqs. (43) must be nimaerically satisfied 
in order to satisfy the rigid geometrical conditions of the case, 
while the m conditional Eqs. (48) must be satisfied in order to have 
the most probable values for m, 1)2, etc. There are thus m + u 
simultaneous equations to be satisfied. But there are also m + it 
unknown quantities, since the m unknown quatities k\, ka, etc., 
correspondmg to the m conditional Eqs. (43), have been added' 
to the u unknown quantities vi, V2, etc. In any particular case, 
therefore, there is but one set of values for the m unknown quan- 
tities fci, ^3, etc., and the m unknown quantitites uj, V2, etc., that 
will satisfy the m + w equations consisting of Eqs. (43) and (48). 
The auxiliary quantities ki, kz, etc., are called the correlatives 
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(or correlates) of the corresponding conditional Eqs. (43), and the 
quantities ui, V2, etc., are tlie most probable values of the residual 
errors in the observation equations. Substituting in Eqs. (43) 
the values of Pi, V2, etc., due to Eqs. (48), we have 



t,2" 



4,S™ 



-kiS- 



-hS"^ 



+ s.s— - i 
p 

+ t-s- - i 



i.S— +its2=...+it.2;^ 



- HaM 

- SbM 



(49) 



Pi P2 


P.' 


aibi a^2 
Pi Pi ' 


P« 




etc. 



etc.. 

Attention is called to the fact that the law of the coefficients 
in Eqs. (49) is the same (Art. 162) as the law of the coefEcients 
for normal equations, and this is a check that should never be 
neglected. It is evident that fci, ^2, etc., can be found by solving 
the simultaneous Eqs. (49). Then, from Eqs. (48), we have 



+ */! 



Pi 



P2 



= kt— + ki- 



. + t, 



Triu 



and from Eqs. (42), 



. Ml + »i 1 

= M 2 + V2 I 



(50) 
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in which x, y, t, etc., are the most probable values of the quantities 
whose observed values were Mi, Mt, Af„, etc. 

Example. Given the following data, to find the most probable values of 
X, y, and s: 

[■1 = 17.82 (weight 2); 

Observation equations \y = 15.11 (weight 4); 

( i = 29.16 (we^t 3). 



We thus have 



f t, = + 0.2454. 



II, = 0.2454 X 1 - 0.2859 X * = - 0183; 
i^ = 0.2454 X i - 0.2859 X 1 = + 0.235; 
V, = 0.2454 X + 0.2859 X J = + 0.095; 

whence, for the moat probable values of x, y, and z, we have 

I - Jlf, + «, = 17,82 - 0.183 = 17.637; 
J/ = M, + m = 15.11 + 0.235 = 15.345; 
z = M,-{-v, = 29.16 + 0.095 = 29.255. 

As a check on the work of computation we may aubstitute these values i: 
the conditional equations, giving 



from which it is seen that each equation checkB with the (wiresponding con- 
ditional equation within 0.001, which is an entirely satisfactory check. The 
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essential feature of the above method is the eliroination of the observation 
equations. In Art. 166 the same problem is worked out by eliminating the 
conditional equations. The results obtained ore of course identical. 

168. Most Probable Values of Computed Quantities. By a com- 
■pvied quantity ia meant a value derived from one or more observed 
quantities by means of some geometric or analytic relation. 
The most probable values of computed quantities are found from 
the most probable values of the observed quantities by employ- 
mg the same rules that are used with mathematically exact quan- 
tities. Thus the most probable value of the area of a rectangle 
is that which is given by the product of the most probable values 
of its base and altitude; the most probable value of the circum- 
ference of a circle is equal to jz times the most probable value of 
its diameter; and so on. 
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CHAPTER XIII 

PROBABLE ERRORS OF OBSERVED AND COMPUTED QUANTITIES 

A. Of Observed Quantities 

169. General Considerations. The most probable value of 
a quantity does not in itself convey any idea of the precision of 
the determination, nor of the favorable or unfavorable circum- 
stances surrounding the individual measurements. Any single 

' measurement tends to lie closer to the truth the finer the instru- 
ment and the method used, the greater the skill of the observer, 
the better the atmospheric conditions, etc. The accidental errors 
of observation tend to be more thoroughly eliminated from the 
average value of a series of measurements the greater the number 
of measurements whioh are averaged together. Some criterion 
or standard of judgment is therefore necessary as a gage of pre- 
cision. Since the probability curve for any particular case shows 
the facility of error in that case, and thus represents all the sur- 
rounding circumstances under which the given observations 
were taken', it is evident that some suitable function of the proba- 
bility curve must be adopted a^ an indication of the precision 
of the results obtained. The function which is commonly adopted 
as the gage of precision is called the probable error. 

170. Fundamental Meaning of the Probable Error. By the 
probable error of a quantity is meant an error of such a magnitude 
that errors, of either greater or lesser numerical value are equally 
likely to occur under the same circumstances of observation. 
Or, in other words, in any extended series of observations the 
probability is that the number of errors numerically greater than 
the probable error will equal the number of errors numerically 
less than the probable error. The probable error of a single 
observation thus becomes the critical value that the numerical 
error of any single observation is equally likely to exceed or fall 
short of. Similarly the probable error of the arithmetic mean 

297 
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becomes the critical value that the numerical error of any iden- 
tically obt^ned arithmetic mean is equally likely to exceed or 
fall short of. Thus if the probable error of any angular measure- 
ment is said to be five seconds, the meaning is that the probability 
of the error lying between the limits of minus five seconds and plus 
five seconds equals the probability of its lying outside of these 
limits. The probable error is always written after a measured 
quantity with the plus and minus sign. Thus if an angular 
measurement is written 

72° 10' 15".8 ± 1".3, 

it indicates that 1".3 is the probable error of the given determina- 
tion. The probable error of a quantity can not be a positive 
quantity only, or a negative quantity only, but always requires 
both signs. It is important to note that the probable error is an - 
altogether different thing from the most probable error. Since 
errors of decreasing magnitude occur with increasing frequency, 
the most probable error in any case is always zero. 

171. Graphical Representation of the Probable Error. The 
probability that an error will fall between any two given limits 
(Art. 147) is equal to the area included between the correspondii^ 
ordinates of the probability curve. The probability that an error 
will fall outside of any two given limits must hence be equal to 
the sum of the areas outside of these limits. If these two proba- 
bilities are equal, therefore, each such probability must be 
represented by one-half of the total area. The probable error 
thus becomes that error (plus and minus) whose two ordinates 
include one-half the area of the probability curve. Referring 
to Fig. 67, the solid curve corresponds to a series of observations 
taken under a certain set of conditions, and the dotted curve 
to a series of observations taken under more favorable conditions. 
The ordinates yi, yi, correspond to the probable error ri of an 
observation of unit weight taken under the conditions pro- 
ducing the solid probability curve, and include between them- 
selves one-half of the area of that curve. The ordinates y', y', 
correspond to the probable error r' of an observation of unit 
weight taken under the conditions producing the dotted proba- 
bility curve, and include between themselves one-half of the 
area of the dotted curve. The area for any probability curve 
(Art, 150) being always equal to unity, it follows that yi, yi, 
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and y', y', include equal sreas. Hence as the center ordinate at 
A grows higher and higher with increasing accuracy of observation, 
so also must the ordinates yi, y\, draw closer together. It is 
thus seen that the probable error n grows smaller and smaller 
as the accuracy of the work increases, and therefore tumishee a 
satisfactory gage of precision. 



Jf 




A 1 "~~"' 


t* 


— n-' 





Fio, 67.— The Probable Error. 

172. General Value (A the Probable Error. The area of any 
probability oiuTfe (Art. 150) equals unity. The area between 
any probable error ordinates y\, y\ (Art. 171), is equal to half 
the area of the corresponding probability curve. But the area 

between the ordinates j/i, y\. (Art. 147), is equal to the probability 
that an error will fall between the values x = — t\ and x = •\- t\. 
Hence from Eq. (16) we have 



1 



■M:: 



e--^^'*dx. 



(52) 



Since (Art. 150) the precision of any set of observations depends 
entirely on the value of ft, it follows that the probable error r\ 
must be some function of ft. The last member of Eq. (52) is not 
directly integrable, so that the numerical relation of the quan- 
tities ft and T\ can only be found by an indirect method of suc- 
cessive approximation which is beyond the scope of this volume. 
As the cesult of such a discussion we have, 



(53) 



It is thus seen that for different grades of work the probable error 
n varies inversely as the precision factor ft. 
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By more or less «milar processes of reasoning it is also estab- 
lished that the probable error of any quantity or observation 
varies inversely as the square root of its weight. Thus if n is 
the probable error of an observation of unit weight, then for the 
probable error Tp of any value with the weight p, we have 

r, --5= (M) 

Vp 

173. Direct Observattons of Equal Weight. From Eq. (20) 
we have 

^ ■ V^'' 

Substituting this value of A in Eq. (53) and reducing, we have 
n = 0.6745 J-^y (55) 

in which rj is the probable error of a single observation in the 
case of direct observations of equal weight on a single unknown 
quantity, and n is the number of observations. 

Since in this case (Art. 134) the weight of the arithmetic 
mean is equal to the number of observations, we have (Art. 172) , 



'- V^ ' 



■\n{n -!)■ 



0.6745^ , ,„ . . . (56) 



in which Ta is the probable error of the arithmetic mean in the 
case of direct observations of equal weight on a single unknown 
quantity, and n is the number of observations. 

Example. Direct observations on an angje A : 



Observed valueg 
29" 21' 59".I 

29 22 06 .4 

29 21 68 ,1 

3}88 06 03 .6 


- 2".l 
+ 5 .2 
-3 .1 


V 

4,41 
27.04 
9.61 

2u' = 41.06 


= 29 22 01 .2 


n -3 



The probable error of a single obHervation is therefore 

r, - 0.6745-y/-5!l- . 0,6745 ^Z^- ± 3".06: 
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and of the aiitlimetic mean, 

r, 3.06 

whence we have 

Moat probable value of A = 29° 22' 01".2 ± 1".76. 

174. Direct Observations of Unequal Weight From Eq. (2l) 
we have 

h - F^^ 

Substituting this value of h in Eq. (53) and reducing, we have 



in which n is the probable error of an (Aservaiion of unit weight 
in the case of direct observations of unequal weigM on a single 
unknown quantity, and n is the number of observations. The 
value of ri thua becomes purely a standard of reference, and it is 
entirely immaterial whether or not any one of the observations 
has been assigned a unit weight. Having found the value of 
Ti we have, from Eq. (54), 

T ~ ''' 

in which r^ is the probable error of any observation whose weight 
is "p. 

Since in the case of weighted observations (Art. 134) the weight 
of t^e weighted arithmetic mean is equal to the sum of the indi- 
vidual weights, we have (Art, 172), 



%---v.;^. 



" VSp 



(58) 



in which rpa is the probable error of the weighted arithmetic mean 
in the case of direct observations of unequal weight on a single 
unknown quantity. 
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Example. Direct base-line meaaurements of unequal we^t: 

Observed valuea p pU i i> pa> 

4863.241 ft. 2 9726.482 0.020 0.000400 0.000800 
4863.182 ft. 1 4863.182 - 0.039 0.001521 0,001521 
Ip = 3 )14588.664 Xpv' = 0,002321 

2=4863.221 ft. n = 2. 

The probable error of an observation of unit weight is therefore 

r, - 0.8745-y/^. 0.6745^/°'^"- ± 0.032 fl.; 

of an observation of the weight 2, 

""'''= ± o.o; 

V 2 

and of the weighted arithmetic n 






Vzp V~3~ 
whence we have 

Most probable value = 4861,221 ± 0.019 ft. 

176. Indirect Observations on Independent Quantities. From 
Eq. (22) we have 



Substituting this value of k in Eq, (53) and reducing, we have 

n = 0.6745 yj^~- , (59) 

In which fl b the probable error of an observation of unit weight 
in the case of indirect observations on independent quantities 
(that is with no conditional equations), n is the number of observa- 
tion equations, and q is the number of unknown quantities. 
Having found the value of rj, we have, from Art, 172, 

fl ri n ^ ' 

rp = -7=, ri = --^, Tt = — =, etc., 

in which Tp b the probable error of any observation whose weight 
is p, and r^ is the probable error of any unknown, x, in terms of 
its weight Pj, and so on. 
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The weights pz, Pv, etc., of the unknown quantities are found 
from the normal equations by means of the following 

B,tjle: In solving the normal equations preserve the absoltUe 
terms in literal form; then the weight of any unknown quantity is 
contained in the expression for that quantity, and is the reciprocal 
of the coeffiderU of Uie lAsolute term which belonged to the normal 
equation for that unknmvn quanti y. 

In applying the above rule no change whatever is to be made 
in the original form of any normal equation until the absolute 
term has been replaced by a literal term. If the normal equations 
axe correctly solved the coefficients in the literal expressions for 
the unknown quantities will follow the same law (Art. 162) as 
the coefficients of normal equations, and this check must never 
be neglected. 

Example. Given the following observation equations to determine the 
most probable values and the probable errors of the unknown quantities: 

x+ y = 10.90 (weights); 
2x- y = 1.61 (weight 1); 
x+Sy = 24.49 (weight 2). 
Forming the uonnal equations, we have 

9x + 7y = 84.90 — N^ = normal equation in x; 
7x + 22y ~ 178.03 - AT, = normal equation in y; 
whence 

X - i^JV, - T^iV, = 4.172, nearly; 
» = - rirJVj + ThN„ = 6.765, nearly; 
and, by the rule, 

Weight otx-W= 6.773, nearly = p,; 

V = H^ = 16.556 " -pj. . 
Substituting in the original equations the values obttiined for x and y, there 

1+ y - 10.937; 
2s- y " 1.679; 
x + 3y ~ 24.467; 

whmce, tor the residuals, we have, 

w, - 10.90 - 10.937 = - 0.037 (weight 3); 

w, = 1.61- 1.679 = +0.031 (weight i); 

V, - 24.49 -- 24.467 = + 0.023 (weight 2). 
We therefore have for the probable error of ss observation of unit weight, 

r. - 0.e745^p^ - 0.6745^-^^ - ± 0,063, 
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for the probable erroi 


rot I, 


0.063 
>/6T73 


: ± 0.020; 




error of y, 








"-;%- 


0.053 
V 16.55ft 


= ± 0.013; 



whrace we write 

X = 4.172 ± 0.020 and y = 6.765 ± 0.013. 

176. Indirect Observations Involving Conditional Equations. 
From Eq. (23) we have 



^ In-q + c 



SubstitHting this value of h in Eq. (53) and reducing, we have 

. . (60) 



r, = 0.6745^/I^P^ 



in which ri is the probable error of an observation of unit weight 
in the case of indirect observations involving conditional equa- 
tions, 71 is the number of observation equations, q is the number 
of unknown quantities, and c is the number of conditional equa- 
tions. Having found the value of n, we have, from Art. 172, 

fp = -^, r^ = -~, r„ J=, etc., 

Vp Vpj, Vpj, 

in which, as in the previous article, r^ is the probable error of any 
observation whose weight is p, and r^ is the probable error of any 
unknown, x, in terms of its weight p,, and so on. 

In order to find the value of the weights p^, Py, etc., the con- 
ditional equations are first eliminated (Art. 166), and the normal 
equations due to the resulting observation equations are then 
treated by the rule of the preceding article. By repeating the 
process with different sets of unknowns eliminated, the weight 
of each unknown will eventually be determined. 

177. Other Measures of Precisiim. The measures of precision 
thus far introduced are the precision factor ft, and the probable 
error r. Two other measures of precision are sometimes used. 
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and are of great theoretic value. These are known as the mean 
error, and the mean absolvie error. 

By the mean error is meant the square root of the sum of the 
squares of the true errors. 

By the mean absolute error {often called the tman of the errors) 
is meant the arithmetic mean of the absolute values (numerical 
values) of the true errors. 

Referring to Fig. 68, the precision factor ft is equal to Vt: 
times the central ordinate AY. Ck)nsidering either half of the 





y 


/ 




A 




\ 


point 01 Inflection 




^ 




h-r— 


.-r-1 






X 








k-^ 







Fio. ( 



— MeaaureH of Precimon. 



curve alone, the ordinate for the probable error r bisects the 
included area, the ordinate for the mean absolute error t/ passes 
through the center of gravity, and the ordinate for the mean 
error a passes through the center of gyration about the axis A Y. 
The ordinate for e also passes through the point of inflection 
of the curve. 

The measure of precision most commonly used in practice is 
the probable error r, but as the different measures bear fixed 
relations to each other a knowledge of any one of them determines 
the value of all the others, as shown in the foUowii^ summary : 

Precision factor = A, 
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B. Of CoMPtriBD QuANrrnuB 

178. Typical Cases. When the probable error ia known 
for each of the quantities from which a computed quantity is 
derived, the probable error of the computed quantity may also 
be determined. Any problem which may arise will come under 
one or more of the five following cases: 

1. The compided quantity ia the sum or difference of an observed 
quantity and a consfani. 

2. The computed quantity ie obtained from an <As&rved quantity 
by the use of a constant factor. 

3. The computed quantity is any function of a single observed 
quantity. 

4. The compiUed quantity is the algebraic sum of two or more 
independently observed quantities. 

5. The computed quantity is any function of two or more inde- 
pendently observed quantities. 

The fifth case is general, and embraces all the other cases. 
The first four cases, however, are of such frequent occurrence that 
special rules are developed for them. Any combination of the rules 
is therefoire admissible that does not violate their fundamental 
conditions, since the first four rules are only special cases of the 
fifth rule. 

179. The Computed Quantity is the Sum or Difference vi an 
Observed Quantity and a Constant. 

Let u and r„ = the computed quantity and its probable error; 
X and fi = the observed quantity and its probable error; 
a = & constant; 
then 



(61) 



It is evidently immaterial whether x is directly observed or 
is the result of computation on one or more observed quantities. 
The only essential condition is satisfied if r^j is the probable error 
of I. If X is a computed quantity the probable error r^ may be 
derived by any one of the present rules. 
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Example. Referring to Fig. 09, the most probable yalue of the angle x is 

a; = 30° 45' 17".22 ± 1".63. 

What is the most probable value of its Bupplement y, and the probable erroi' 
of this value ? 

From the conditions o( the problem we 



y = 149° 14' 42".78 ± 1".63. 

180. The Conqnited Quantity is Obtained from an Observed 
Quantity by the Use of a Constant Factor. 

]jet « and t^ = the computed quantity and its probable error; 
X and Tx = the observed quantity and its probable error; 
a = a constant; 
then 

u = ax 
and 

r. = arx (62) 

Evidently, as in the previous case, x may be any function of one 
or more observed quantities, provided that r^ is its correct probable 
error. The rule of this article is -only true when the constant a 
represents a strictly mathematical relation, such as the relation 
between the diameter and the circumference of a circle. Staking 
out 100 feet by marking off successively this number of single 
feet is not such a case, as the total space staked out is not necea- 
sarily exactly 100 times any one of the single spaces as actually 
marked off. In all probability some of the feet will be too long 
and others will be too short, so that (owing to this compensating 
effect) the total error will be very much less than 100 times any 
single error, and the probable error must be found by Art. 182. 
In the case of the circle, however, the circumference is of neces- 
sity exactly equal in every case to n- times the diameter. 
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Exampk. The radius of a circle, as measured, equals 271.16 ± 0.04 ft. 
What is the most probable value of the circumference, and the probable 
error of this value? 

.Circumference - 271.16 X 2* - 1703.76ft.; 
r,= r,X2* = ± 0.04 X2i - ± 0.25 ft.; 

whence we wht« 

Circumference = 1703.75 ± 0.25 ft. 

181. The Computed Quantity is any Function of a Single 
Observed Quantity. 

Let u and r„ =the computed quantity and ita probable error; 
X and Tx = the observed quantity and its probable error; 

then 

" - *(«); 
and 

du 



(63) 



Evidently, as in the two previous cases, x may be any function 
of one or more observed quantities, provided that r^ is its correct 
probable error. 

Example. The radius j of a circle equals 42.27 ± 0.02 ft. What is 
the most probable value and the probable error of the area? 

U--XX' ~ (42.27)' X X = 5613.26; 

du = 2x»£r, — = 2ici, 

dx 

du 

'' '^'dx 

whence we write 



r,(2xr) = ± 0.02 X 2ic X 42.27 = ± 5.31; 



Area = 5613.26 ± 5.31 sq.ft. 

182. The Computed Quanti^ is Uie Algebraic Sum of Two or . 
More Independently Observed Quantities. 

Let u and r„ = the computed quantity and its probable 
error; 
X, y, etc. = the independently observed quantities; 
Tx, Ty, etc. = the probable errors of x, y, etc.; I 
then 

u = ± X ± y ± etc.; 
and 

r^=V7J+r^+^. (64) 
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The observed quantities x, y, z, etc., may each be a different 
function of one or more observed quantities, but the absolute 
independence of x, y, z, etc., must be maintained. In other 
words, X must be independent of any observed quantity involved 
in y, 2, etc.; y independent of any observed quantity ipvolved 
in X, 2, etc.; and so on. Thus, for instance, we can not regard 
2a; as equal to x + 1, and substitute in the above formula, since 
X and X in the quantity 2x are not independent quantities. 
Attention is also called to the fact that the signs under the 
radical are always positive, whether the computed quantity is 
the result of addition or subtraction or both combined. 

Exam'ple t. Referring to Fig. 70, given 

X = 70° 13' 27".60 ± 2".16; 
y = 40 57 19 .32 ± 1 .07; 

to find the most probable value and the probable error of z. 
In this case 

z = I + y = nV Iff 46".92; 



. = V(2.18)'+tl.07)' - ± 2".41; 



whence we write 





Examvle S. Referring to Fig. 71, given 

X = 70° 13' 27".60±2".16; 
y = 40 57 19 .32 ± 1 .07; 

to find the most probable value and the probable error of z. 
In this caae 

z = I _ y - 29° 16' 08".28; 

r„ = V(2.16)' + (1.07)' = ± 2".41; 
whence we write 

2-29° 16' 08".28 ± 2".41. 
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183. The Computed Quantity is any Function of Two or More 
Independentiy Obsenred Quantities. 

Let u and r^ = the computed quantity and its probable error; 
X, y, etc. = the independently observed quantities; 
r„ r^, etc. = the probable errpre of x, y, etc.; 
then 

u = <j>{x, y, etc.); 



-# 



All the remarks under the previous case apply with equal force 
to the present case. 

Example 1. The measured values for the two aides of a rectangle are 



What is the most probable value of the area and its probable error? 

u - ly - 55.28 X 85.72 - 4738.60; 



= V(rrf/)' + {ryxy 



- V(t).m X 85.72)' + (0.05 X 65.28) ■ 

whence we write 

Area = 4738.60 ± 3.78 sq.ft. 

Example S. Referring to the right-angled 
triangle in Fig. 72, given 

X = 38.17 ±0.05 ft; 
y = 19.16 ±0.04 ft.; 
to find the most probable vdue of the hypotbenue 




t = \'x' + y' = -^^(38.17)' + (19.16)' = 42.71; 
* _ X du _ y 

e V?T?' ^V y/x' + y^ 

- VlvT'+7.' U^'TW V '' + y* 

/(38 .17 X 0.05)' + (19.16 X 0-04)' . „„^ 
" V (38.17)= + (19.16)' =^ "■^' 
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whence we write 

Hypothenuse = 42.71 ± 0.06 ft. 

Example 3. Referring to Fig. 73, in which the horizontal distance i 
and the vertical angle <p have been measured, 

I = 489.11 ±0.32 ft; 

^ = 12''17'±1'; Fig. 73. 

to find the most probable value of the elevation u and its probable err 

« = a; tan ^ = 106.49; 

du , , du X 
— = tan 0, — = —, 



-^(r..«fl' + (^^''- 



It is necessary at this point to remember that expressing an angle in degrees, 
minutes, and seconds, is only a trigonometrical convenience, and that the 
true measure of an angle is the ratio of the subtending arc to its radius. 
An arc expressed in minutes must therefore be compared with a radian ex- 
pressed in minutes (that is, an arc whose length equals that of the describing 
radius) in order to complete its angular meaning. 

1 radian = 3438', nearly. r^ = ■ — . 



„-^(0.32Un«.+ (^X^) .±0.19; 
whence we write 



i - 106.49 ± 0.16 ft. 
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CHAPTER XIV 
APPLICATION TO ANGULAR MEASUREMENTS 

184. General Considerations. In the adjustment of angular 
measurements thr6e classes of problems may arise, known as 
single angle adjustment, station adjustment, and figure adjust- 
ment. 

By single angle adjuatmetU is meant the determination of the 
most probable value of an angle which can be obtained from the 
measurements made directly upon it. 

By station adjustment is meant the determination of the most 
probable values of two or more angles at a single station, in order 
to meet the condition of being geometrically consistent. 

By figure adjustment is meant the determination of the most 
probable values of the angles involved in any geometric figure, 
in order to meet the condition of being geometrically consistent. 

In trigonometric work of any importance each individual 
angle is always measured a large number of times, and the most 
probable value due to these results is considered as its measured 
value. The station adjustment or figure adjustment is then 
made in accordance with the conditions of the given case. 

Single Angle Adjustment 
186. The Case of Equal Weights. In this case (Art. 155) 
the most probable value is the arithmetic mean of the individual 
measurements. 

Example. Three equally reliable measurementB of the angle x give 
29° 21' 59".l, 29° 22' 06".4, 29° 21' 58".l. What is ita most probable 

29° 21' 59".l 
29 22 06 .4 
29 21 58 .1 
3 )88 06 03 .6 
29° 22' 01".2 
The most probable value is therefore 29° 22' 01".2. 
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186. The Case of Unequal Weights. Id this case (Art. 157) 
the most probable value ia the weighted arithmetic mean of the 
individual measurementa. 

Example. Three meaeurementa of an angle x give 38° 15' 17".2 (weight 1), 
38° 15' 15".5 (weight 3), and 38° 15' 18" .0 (weight 2), What ia its moat 
probable value? 

38° 15' 17".2 X 1 = 38° 15' 17",2 

38 15 15 .5 X 3 = 114 45 46 .5 

38 16 18 .0 X 2 = _76_ 30 36 .0 

6)22 9 31 39 J 

38° 15' 16" .6 

The most probable value ia therefore 38° 15' 16".6. 

Station Adjustment 

. 187. General Considerations. All cases of station adjust- 
ment necessarily imply one or more conditional equations. In 
the determination of the most probable values of the several 
angles these equations may be avoided (Art. 165), eliminated 
(Art. 166), or involved in the computa- 
tion (Art. 167), as found most convenient. 
The angles at a station are in general 
measured under similar conditions, so 
that in making the adjustment it is 
customary to give to each angle a weight 
equal to the number of observations (or 
the sum of the weights in the case of 
weighted observations) on which it de- 
pends. Angles are seldom measured a 
sufficient number of times to make it 
justifiable to weight them inversely as 

the squares of their probable errors, as would be required by 
the last paragraph of Art. 172. The following cases of station 
adjustment show the general principles involved: 

188. Closing the Horizon with Angles of Equal Weight. 
Referring to Fig. 74, 

Let X, y, z, . . . w = the angles measured; 

a, b, c, . . . m = their measured values; 

n = the number of aisles measured; 

d = (a + 6 + c...+m)— 360° = the discrepancy to 
be adjusted; 




Fia. 74. 
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then the observation equations are 
X = a; 

y-b; 



and the conditional equation is 

x + y+.z .,. + w^ 360^ 

It is evident from the figure, however, that this conditional 
equation may be avoided (Art. 165) by regarding all the armies 
except w, for instance, as independent, and involving the required 
condition by expressing this ai^le in terms of the others. The 
observation equations thus become 



y = b] 



360° - (x+y + z. . .) ^m. 

Passing to the reduced observation equations (Art. 163) by sub- 
stituting for the most probable values of the unknown quantities, 

X = a + vi; 
y = b + V2; 
z = c + va; 

etc. 



VI = 

V2 - 0| 

Ps-O; 



VI+V2 + V3 . . . = 360° - {a + b + e. . . +m) = ~d; 

giving the normal equations 

2ttl + V2 + V3 + Vi + vs . . . = — d, 
m + 2!^ + V3 + Vi + Vs . . . = — d 
Vl + V2 + 2V3 + Vi + V5 . . . = — d 

etc., etc. 
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Subtracting the second equation from the first, we have 



Subtracting the third equation from the second, we have 
fa — fa = 0, or v^ = V3. 



Or, in general, 

But 

whence 



"1 = "2 = ^'3 = etc, = 



= fs = etc. 
. = -d; 
d 



Eq. (66) shows that when angles of equal weight are arranged 
around a point so as to close the horizon, the most probable value 
for each angle is found by a uniform dis- 
tribution of the discrepancy. 

Example. Referring to Fig. 75, the following 
obBervations are to be adjusted: 

X = 46° 20' 19".3 (weight 1); 
y - 151 52 48 .6 (weight 1); 
* = 162 46 58 .4 (weight 1). 




d - + 06".3 Fig. 75. 

In accordance with the above principle each angle must be reduced by 2".l, 
giving foi- the moat probable values 



z = 162 46 66 .3. 

189. Closing the Horizon •mth Angles of Unequal Weight. 
Referring to Fig. 74, page 313, 

Let x,y,z,...w = the angles measured; 
a,h, c, . . .m = their measured values; 
Pii P2> P3t - ■ ■ P" ~ their respective weights; 

n = the number of aisles measured; 
d = (a-f-ft + c... + m) — 360° = the discrepancy to 
be adjusted; 
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then the observation equations are 

X = a (weight pj); 
y = h (weight Pa); 
z = c (weight ps) ; 

w = m (we^htpn); 

and the conditional equation is 

X + y + z . . . +w = 360". 

It is evident that this conditional equation may be avoided, as in 
Art. 188, by writing the observation equations in the form 

X = a (weight pi); 
y = b (weight p2) ; 
z = c (weight Pa); 

360° —(x + y+z...)=m (weight pn). 

Passing to the reduced observation equations, as before, by 
substitutii^ 

X = a + vi] 

y = b + V2; 

etc.; 

we have 

(Ji = (weight pi) ; 
1^2 = (weight pa) ; 
fa = (weight Pa); 

Ki + i'2 + i'3 ■ ■ ■ = ~ d (weight p„) ; 
giving the normal equations 

Pl^l + Pn(vi + V2 + 1'3 ■ ■ ■) = - Pnrf; 

PiV2 + Pn(vj + V2 + l»a ■ . .) = - Pnd; 

P3V3 + P,.{V] + V2 + V3 . . .) = - p^d. 

etc., etc. 
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Subtracting the second equation from the first, the third equation 
from the second, and so on, we have 

Pi"! — PzV2 ■= 0, or pivi = p2i^; 

P2V2 — P3tl3 = 0, or P2tl2 = p3f)3\ 

etc., ete. ; 

or, in general, 

pifi = p2f3 = Pzvz = PiVi = etc. ... (67) 

Eq.(67) shows that when angles of unequal weight are arranged 
around apoint so as to close the horizon, the most probable value 
for each angle is found by distributing the discrepancy inversely 
as the corresponding weights. 

Example. Referring to Fig. 75, page 315, the following obaervations are 
to be adjuBted: 

a; - 50' 49' 27".6 (weight 2); 
1/ = 149 22 22 .8 (weight 1); 
« = 159 48 05 .9 (weight 3). 



d- - 03".7 
In accordaace with the above principle this discrepaacy ia to be diatributed 



which, cleared of fractions, equale 

3:6:2. 
The three corrections are thus 

3.7 X A ^ 1".01, 3.7 X A - 2" .02, and 3.7 X A -= 0".67. 
The moat probable values are therefore 



190. Sui^)le Summatioii AdjuBtments. Referring to Fig. 76, 
page 318, let x, y, z, etc., represent a series of angles at the point C, 
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Fig. 76. 



and let w repreaent the correspondLog summation angle. Then 
we muBt have geometrically, 

w = x-\-y + z-\- etc. 

But the measured values of these angles will seldom satisfy this 
conditional equation, and an adjustment becomes necessary to 
remove the discrepancy. In making the 
adjustment it is evidently immaterial 
whether we regard ui or w' as the angle 
actually measured, since these values 
are mutually convertible and only differ- 
ent expressions for the same fundamental 
idea. The adjustment may therefore be 
made in any case by subtracting the 
measured value of w from 360° to obtain 
the apparent value of w', and then 
applyii^ the rule of Arts. 188 or 189, 
as may be necessary. Since the correc- 
tion to w' will have the same sign as all the remaining corrections, 
it is evident that the correction to w must have the opposite 
sign. We are thus led to the following conclusions: 

In the case of e^al weights the most probable values of the 
measured angles are obtained by an equal numerical distribu- 
tion of the discrepancy, with opposite signs for the summation- 
angle correction and all the remaining corrections. 

In the case of unequal weights the most probable values of the 
measured angles are obtained by a numerical distribution of the 
discrepancy inversely proportional to the several weights, with 
opposite signs for the summation-angle correction and all the 
remaining corrections. 

Exam.'pU 1. Referring to Fig. 77, the following observations are to be 
adjusted: 

X =39° 12' 32".6 (weiglit 1); 

J, =44 47 59 .3 (weight 1); 

*+j/ = 84 00 35 .8 (weight 1). 
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In BCGordtmce with the tiboTe principles the moat probable correctiona to 
the measured angles are 



giving as the most probable values, 

X = 39° 12' 33".9; 

y = .44 48 00 ,6; 

I + J, = 84 00 34 .fi. 

Example S. Refering to Fig. 77, the following obeervatione a 

adjuirted; 

x-ta" 16' 23".7 (weight 2); 

!/ = 46 36 48 .5 (weights); 

z + y-86 53 08 .0 (weight 4). 

40° 16' 23".7 

46 36 48 .5 
86 53 12 .2 



In accordance with the above principles this discrepancy is to be distributed 
numerically as 



which, cleared of fractions, equals 



giving as the most probable corrections 

- 4.2 X A - - 1".94; 

- 4.2 X A - - l"-29; 
+ 4.2 X A = +0 

and therefore as the moat probable values ■ 

:e = 40° 16' 21".76; 
if = 46 36 47 21; 

X + y = 86 53 08 .97. 

191. The General Case. The cases given in Arts. 188, 189, and 
190, are the only ones in which it is desirable to establish special 
rules. Any case of station adjustment may be solved by writ- 
ing out the observation and conditional equations and then apply- 
ing the principles developed in Chapters XI and XII. 
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Exam-pk 1. Referring to Fir. 78, find the moat probable values of the 
angles x, y, and 2, from the following observations: 

X - 25° 17' 10".2 (weight 1); 

1/ = 28 22 16 .4 (weight 2); 

8 = 32 40 28 .5 (weight 2); 

X + K - 53 39 23 .1 (weight 2); 

a: -J- y + 2 _ 86 19 57 .8 (weight 1). 

Letting v„ Vt, Pj, be the most probable eoirections for x, y, and z, we may 
write (Art. 163) the reduced observation equations 

V, = 0".0 (weight 1); 

II, - .0 (weight 2); 

w, - .0 (weight 2) ; 

"1 + "» = - 3 .6 (weight 2); 

v,+vt + V:= +2 .7 (weight 1); 





from which we have the nonnal equations 

• wi + 3ki + vt= - 4.3; 
3ki + 5k. + v,"- 4.3; 
f. + «,+Zv,^ 2.7; 
whose solution gives 

Vx= - 1".04, v,= - 0".52, 11, - + 1".42. 

The mopt probable values of the given angles are therefore 

i = 25° 17' 09".16; 
y = 28 22 15 .88; 
i = 32 40 29 .92. 

Example 2. Referring to Fig. 79, find the moat probable values of the 
angles X, y, and z, from the following observations: 

X = 14= 11' 17".l (we^t 1); 

y ~ 19 07 21 .3 (we^ht2); 

x + y^ 33 18 43 .4 (weight 1); 

3 = 326 41 18 .2 (weight 2); 

]/ + z = 345 48 39 .2 (weight 3). 
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As the angles x, y, aod z close the horizon they must eatiafy the conditional 
equation 

I + y + z - 360°. 



X = W II' 17".l (weight 1); 

1/ = 19 07 21 .3 (weight 2); 

X + 3/ = 33 18 .43 .4 (weight 1); 

x + y = ZZ 18 41 .8 (weight 2); 

a = 14 11 20 .8 (weight 3); 

in which x and y may be regarded as independent quantities. 

Letting f, and Vt be the most probable corrections for x and y, and 
writing the reduced observation equations in accordance with Art. 163, 

K, =0".0 (weight 1); 

n = .0 (weight 2); 
w, + [11 ■- 6 .0 (weight 1); 
p, +W, =• 3 .4 (weight 2); 
fi = 3 .7 (weights); 

from which we have the normal equations 

7vi + So, = 22.9; 
3ki +5w. = 11.8; 
whose solution ^ves 

w, = + 3".04, K. - + 0".53. 
The most probable values of x and y are therefore 
X = 14" 11' 20". 14; 
1/ = 19 07 21 .83; 
and hence the most probable value for g must be 
a = 326" 41' 18".03, 
in order to make the sum total of 360°. 

Figure Adjustment 

192. General Considerations. All cases of figure adjust- 
ment necessarily imply one or more conditional equations. In 
the determination of the most probable values of the several 
aisles these equations may be avoided (Art. 165), eliminated 
(Art. 166), or involved in the computation (Art. 167), as found 
most convenient. The angles in a triangulation system are in 
general measured under similar conditions, so that in making the 
adjustment it is customary to give to each angle a weight equal to 
the number of observations (or the sum of the weights in the case 
of weighted observations) on which it depends. Angles are sel- 
dom measured a sufficient number of times to make it justifiable 
to weight them inversely as the squares of their probable errors, 
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as would be required by the laat parE^aph of Art. 172. In work of 
moderate extent any required station adjustment may be made 
prior to the figure adjustment, but in very important work it may 
be desirable to make both adjustments in one operation. Except 
in very important work, the triangles, quadrilaterals, or other 
figures in a system may be adjusted independently. In work of 
the highest importance the whole system would be adjusted in 
one operation. The following cases of figure adjustment show 
the general principles involved, assuming that the reduction for 
spherical excess (Arts. 56, 57, 58) has already been made. 

193. Triangle Adjustment with Angles of Equal Weight. 
Referring to Fig. 80, 




Fia. 80. 



Let x,y,z = the imknown angles; 
a,b, c = the measured values; 

d = {a + b + c) — 180° = the discrepancy to be 
adjusted. 
Avoidii^ the conditional equation (Art, 163) for the siun of the 
three aisles by writing the observation equations in terms of 
X and y as independent quantities, we have 
X = a; 
y = b; 
x + y = 180" - c. 
Substituting for the most probable values 
X = a + vi; 
y = b + vz; 
we have 

vi =0; 

(;2 = 0; 
t>i + V2 = 180° ~ (a + 6 + c) = - d; 
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' giving the normal equations, 

2vi -\- V2= — d; 
"1 + 2u2 = — d; 
whence by subtraction, 

Dl — 1^2 = 0, or l>i = l'2. 

In a similar manner it may be shown that vi or V2 is equal to 
1)3, or in general, 

m = Da = V3. 
But evidently, 

f 1 + W + ""a = — d; 
whence, 

n = V3 = JJ3 = - ^ (68) 

Equation (68) shows that when the measured angles of a tri- 
ai^e are considered of equal weight, the most probable values of 
these angles are found by adjusting each angle equally for one-third 
of the discrepancy. 

ExampU. The measured values (of equal weight) for the three angles 
of a triangle are 92° 33' 15" .4, 48° U' 29" .6, and 39° 16' 12".3. What are 
the most probable values? 

Meaiored Values Most Probable VaJueu 

92° 33' lfi".4 92° 33' 16".3 

48 11 29 .6 48 11 30 .5 

39 15 12 .3 39 15 13 .2 

179° 69' 57".3 180° 00' 00" .0 



3) - 02".7 



194. Triai^e Adjustment with Angles of llaequal Weight. 
Referring to Fig. 80, 

Let x,y,z = the unknown angles; 
a,b, c = the measiu'ed values; 
Pit Vii Vz =■ the respective weights; 

d "* (fl + 6 + c) — 180° = the discrepancy to be 
adjusted. 
Avoiding the conditional equation as before by making x and y 
the independent quantities, we have 

x = a (weight pi); 

y = h (weight p3); 

x + y = 180" - c (weight ■pz). 
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Substituting, as before, 




x = a + vi; 




y = b + v2; 




we have 




VI =0 


(weight pi); 


1-2 = 


(weight p2); 


vi+V2 = 180° - (a + 6 + c) = 


- d (weight Pa); 


^ving the normal equations 




pm + psivi + vs) = 


-M; 


P2V2 + PsiVl + Vz) = 


-Pad; 



whence, by subtraction, 

Pivi — pafz = 0, or pifi = pjifj. 

In a similar manner it may be shown that piVi or p^vs is equal to 
P3V3. Hence, in any case, 

" + '" + "--''1 (69) 

Pi"! = P2V2 = Pavs I 

Eqs. (69) show that when the measured angles of a tiiangle are 
considered of unequal weight, the most probable values of these 
angles are found by distributing the discrepancy inversely as the 
corresponding weights. 

Example. The measured values for the three angles of a triangle are 
97° 49' fi6".8 (weight 2), 58" 06' 06" .0 (weight 1), and 44° 04' 01 ".1 (weight 3). 
What are the most probable values? 

97' 49' 56".8 

38 06 05 .0 

44 04 01 .1 



^:^:^=3:6:2; 3+6 + 2 = 11; 

+ 02.9 X A = + 00".79, + 02.9 X A = + 01".58, 
+ 02.9 X A = + 00".63. 
The most probable values are therefore 

97° 49' 56".01 
38 06 03 .42 
44 04 00 .57 
180° 00' 00".00 
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196. Two Connected Triai^les. A simple case of figure 
adjustment is illustrated in Fig. 81. Two triangles are here 
connected by the (Sommon side AB, and the eight indicated 
angles are measured. It is evident from the figure that four 
independent conditional equations must be satisfied by the 
adjusted values of the angles, for the summation angles at A and B 
must agree with their component angles, and the at^es in each 
of the two triangles must add up to 180°. The problem may be 
worked out by the methods of Arts. 165, 166, or 167. The fol- 




■Two Connected Triangles 



lowing example is worked out by the algebraic elimination of the 
conditional equations (Art. 166) in order to illustrate this method. 

Example. Referring to Fig. 81, given the following observed values of . 



o find the moHt probable values of tl 



I measured angles : 



25' 
43 
26 
19 

end] 


18".l; A - 141° 
45 .1; B = 100 
11 .9; C = 67 
51 .8; D = 50 

tional equations, we have 

A = Ai + J,; 

B = B, + B,; 

C + A, +B, = 180°; 

D + A, + Bt = 180°. 


09' 
46 
08 

56 


02".2; 
06 .6; 
28 .4; 
25 .2. 



In accordance with Art. 166, any four ot the unknowns which may be 
conBidra«d as independent may be found from these equations in terms 
of the remaining unknowns. It is evident from an inspection of either the 
figure or the conditional equations that A, B, C, and D may be thus con- 
sidered as independent. llieee four tae sdected in preference to any other 
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four because they aat bo easily found from the giveu conditional equatione. 
Solving for these quantities, we have 

A = A, + A,; 

C - 180° - (A, + B,y, 
D - 180° - (At +B,). 

Substituting in the observation equations and reducing, we have 



Ai " 65° 26' 18".l 

A,~75 43 45 .1 

B, = 47 26 11 .91 

B, =. 53 19 51 .8; 



Ai+At = 141° 09' 02".2; 

B, + B. - 100 46 06 .6; 

Ji + B, - 112 51 31 .6; 

A, + Bf=126 03 34 .8. 



Letting fi, oi, v,, vi, be the most probable corrections for A|, At, B,, 
respectively, we may write the reduced observation equations (Art. 
aa follows; 



i;i = 0",0; 
m - .0; 
i;, - .0; 
v,-0 .0: 



- 1".0; 
1-2 .9; 
(-1 .6; 
-2 .1, 



In a simple case like this the reduced observation equations would usually 
be writt^ directly from the figure instead of going through the above alge- 
brajc work. Having decided on the proper independent quantities, these 
equations are simply written so as to represent the apparent discrepancy 
in each observation, always subtracting the independent quantities from 
the values they are compared with. Forming the normal equations, we have 

3w, + 1^+ t^ - +0".6: 



whose solution gives 



Using these corrections to find Ai, At, Bi, and B,, and then the conditional 
equations to find A, B, C, and D, we have for the most probable values 



B, =47 
Bi = 53 



25' I8".20; A = 141° 

43 43 .97; B ~ 100 

28 13 .31; C = 67 

19 51 .97; i> = 50 



196. Quadrilateral Adjustment The best method to use in 
adjusting a geodetic quadrilateral, Fig. 82, is the method of 
correlatives, Art. 167. In accordance with Art. 58 the adjusted 
angles must satisfy the following three angle equations: 

a+b+c+d+e+f+g+h = 360'' i 

a+b = e+f ^ .... (70) 

e+d^g+k J 
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and also the following side equation: 

BinaaincaJD esmg _^ 
sin b sin d sin / sin ft ' 

which may be written in the logarithmic |orm 

TlogsinCa, c, e, ff) - £ logsin(6, d,f, h) = 0. . 




(72) 



Fig. 82. — The Geodetic Quadrilatera!. 

Letting M„ Mi,, etc., represent the measured values of the 
angles a, b, etc., and Ji, h, h, h, represent the discrepancies in 
these equations due to the errors in the measured angles, we have 
SCM.to Jlfft)-360' = i, 1 

(M. + Mk)~(M,+A}t) = l2 
{M,+ Md)-{M„+MH)^h 
2 log sin (itf ., M^, Me, Mg) - 2 log sin (Mb, M4, Mj, Mk) - h i 

The corrections Va, I'l, etc., to be added algebraically to the 
measured values M^, M,,, etc., must reduce these equations to 
zero in order that the conditional equations (70) and (71) may be 
satisfied. Therefore we must have 

l'i.+ l%+ t)(+ I!d+ Ve-\- V/+ Vs+ Vt,= —li ] 
!>.+ Vt, - Ve~ Vf = -I2 

v^ + Vd - "»- "»= -'3 

daVa—di,vt,+dcVc—ddTd+deVe~d/v/+dgVg-~d/tVh= —U ' 

in which Va, Vb, etc., are to be expressed in seconds, and in which 
da, dt, etc., are the tabular differences for one second for the 



. (73 
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1(^ sin M„, log sin Mj, etc. If any angle is greater than 90° it 
is evident that the correaponding tabular difference must be 
considered negative, since the sine will then decrease as the angle 
increases in value. The conditional Eqs. (73) being in the form 
■ of Eqs. (43), the most probable values of fo, v/,, etc., may now 
be found by the method of correlatives (Art. 167), by means of . 
Eqs, (49) and (50). Re-writing these equations with the symbols 
used in the present article, and remembering that there are four 
conditional equations and hence four correlatives required, we 
have in the general case, from Eqs. (49) and (73), 
r,a4 



ki S- + fcaS- + fcsS- 



!■ A42- 



-h 



p 



- + Kai— + Kji — - 

} p p 



JtiS- 



3 p p p 



iiS^ + k,t!^ + tsS^ + t.S'-^ _ - i. 



and from Eqs. (50) and (' 



'3), 



-k,^ 
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in which p^ represents the weight of M^, pi, the weight of Mt, and 

30 on. 

In the case of equal weights we have, from Eqs. (73) and (74), 
8h+[(d,+d,+d,+d„) - (rf6:frfd+rff+d*)l*^4 =-h 

4k-2+(_d^-db-d,+df)ki = ~h 

ih + (.d^~dd~di,+d^)ki = - Ja 

[(d, + d,+d^+dt) - idi,+dd+df-\-dt)]ki 

+ {d,-db-d,+d,)k2 + (d,-di-da+dh)k3 + '2d^kt= -h 
and from Eqs. (75), 

v, = ki + k-2 + djc^ 

Vb = fet + ^2 - dbki 

Ve = ki + ks + dcki 

Vd= ki + k-t — ddki 

Ve = ki — ^2 + djii 

Vf = ki — k2 — dfki 

fy = fci - ^3 + d^i 

v/t = ki ~ ks — dkki 

Having found the values of «„, Uj, etc., we have in any case for 
the most probable values of the angles a, b, etc., 

a = Afa + V,; e = M^ + "e; ] 

b = Mb-V Vb] f=M,+ Vf] 

c ~ Mc -\- Vc, g = Mg + Vg] 

d = Md + va; A = Mx + v^. J 

197. Other Cases of Figure Adjustment There is evidently 
no limit to the number of cases of figure adjustment that may be 
made the subject of consideration, but few of them are likely to 
be of interest to the civil engineer. Any case that may arise may 
be adjusted by the method of correlatives (Art. 167), similarly to 
the quadrilateral adjustment {Art. 196), provided the observa- 
tion equations and conditional equations are properly expressed. 
In any case the conditional equations must cover all the geo- 
metrical conditions which must be satisfied, and at the same time 
must be absolutely independent of each other. The number of 
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independent conditional equations can always be ascertained by 
subtracting the number of independent quantities from the number 
of observed quantities. The number of independent quantities 
is in general easily determined by an inspection of the given figure 
beii^ that number of independent values which fixes a singl, 
location for each angular point. A study of the following exam 
pies will illustrate the principles involved. 

Example 1. Referring to Fig. 83, the base A B and the indicated angles 
have been measured; determine the number and nature of the independent 
conditional equations. 

It is evident from the figure that it will take two angles from the fixed 
points A and B to locate either C or D, and that these four angles are 
independent. We may therefore select Aj, At, Bi, Bi, as independent 
angles, and as tliis will fix the points C and D it will also fix the values of 
the angles d and Ci, bo that we can not have more than four independent 
angles. In this particular case any four of the angles can be taken as the 
independent ones, but this freedom of choice is not a general rule. As there 
are six observations of which only four are independent, it follows {Art. 166) 
that two independent conditional equations must be involved. Starting 
from any known side, A B, we may in general compute any other line of a 
system through two different sets of triangles, and the requirement that these 
two results shall be identical will always lead to a corresponding side equa- 
tion. In the present case, therefore, the two conditional equations must 
consist of one angle equation and one side equation. The angle equation is 
evidently, 

A, + .Ai 4- B. + B> + C. + C, = 180°. 

Taking C D as a convenient line from which to determine the side equation, 
and equating its values as computed through the triangles A B D and AC D, 
and through the triangles ABD and BCD, the side equation is easily 
found to be, 

sin A, sin B, sin C, = sin d, sin B, sin Cj. 




Fig. 84. 



Referring to Fig. 84, the base A B and the indicated angles 
have been measured; determine the number and nature of the independent 
conditional equations. 

In this case, as in the previous one, four independent angles will fix the 
whole figure, so that the fact that nine angles have been measured demands 
the existence of five independent conditional equations, as nine minus four 
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equals five. In r^;anling any four of the angles as independent, it is evident 
that no three of them must lie in any one triangle, as this would at once 
destroy the independence of these three angles by setting a condition on 
their sum. Since, as explained in Example 1, there must be one side equa- 
tion, on account of the one known line A B, it follows that the preeeot case 
must involve four independent angle equations to make up the total of 
five independent conditional equations required. An examination of the 
figure, however, furnishes five angle equations, as follows: 

A,+C,+Dt- 180" 



Di+D,+D, = 360" 

As there can be but four independent angle equations, it follows that 
any one of these five must be dependent on the other four. An examination 
of the equations will show at once that any one of them may be derived 
from the remaining four. We may therefore choose any four of these five 
equations for our four angle equations. Since the figure is identical with 
the one in Example 1, our side equation as before will be, 

sin Ai sin A sin C, = sin A. sin Bi sin C. 

Bxamj^ S. Referring to Fig. 85, the base A B and the indicated angles 

have been measured, the interior station being a random point not purposely 

falling on any di^onal of the figure; 

£ _D determine the number and nature of the 

independent conditional equations. 

In this case the angles in any five of 
the six triangles wil! fix the whole figure; 
and since there can be but two indepen- 
dent angles in each of the five triangles 
so selected, it follows that we must have 
ten independent angles. As there are 
eighteen measured angles and ten inde- 
pendent angles, we must have eight inde- 
pendent conditional equations. As before 
there must be one side equation, leaving 
seven angle equations required, flight such 
'^'^' ™' equations may be formed, to meet the con- 

ditions that six triangles must each contain 
180°, that the comer angles of the hexagon must add up to 720*, and that 
the central angles must add up to 360°. Any seven of these eight angle 
equations may be taken as the independent ones, when the requirement of 
the other one will also be satisfied. For the side equation we may com- 
pute any side, such ae E D, by going around the figure in both directions 
from AB, from which it will appear, as in the previous examples, that 
the product of the sines of one set of alternate comer an^es must equal 
the product of the sines of the other set of alternate corner angles. 
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CHAPTER XV 

APPLICATION TO BASE-LINE WORK 

198. Unweighted Measurements. If a base line is measured 
from end to end a number of times in the same manner, and 
under such conditions that the difEerent determinations of its 
length may be regarded as of equal weight, then (Art. 155) the 
arithmetic mean of the several results is the moat probable value 
of its length. The probable error of a single measurement 
(Art, 173) is given by the formula 



^^^I 



"•'i™.-^ (79) 



and the probable error of the arithmetic mean (Art. 173) of n 
measurements by the formula 



^Wry 



ExamfU. I>iTect base-line measurementB di equal we^t: 

Observed Values • >> 

6717.601 ft. - 0,026 0.000625 

6717.632 ft. 

6717.645 ft. +0-019 0.000361 

21-' - 0.001022 




Moet probable vahie = 6717.626 ± 0.0088 ft. 

199. Weighted Measurements. If a base line is measured 
from end to end a number of times in the same manner, but under 
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3uch conditions that the different detenninstions of its length 
must be regarded as of unequal weight, then (Art. 157) the weighted 
arithmetic mean of the several results is the moat probable value 
of its length. The probable error of a single measurement of 
unit weight (Art. 174) is given by the formula 



.0.6745,^, 



(81) 



the probable error of any measurement of the weight p {Art. 174) 
by the formula 



. - 0.6745 



Vp 



Hpii' 



Vp ' A/pO 

and the probable error of the weighted arithmetic mean (Art. 174) 
by the formula 



,._JL_0.674.5^C5?Z 
VSf, \2:p.(n-l) 



Exampie. Direct base-line measuremente of unequal weight: 



Obwrved Values 
7829.614 ft. 
7829.657 ft. 
7829.668 ft. 
7829.628 ft. 


p plf 

1 7829.614 -0.026 

2 15659.314 +0.017 
1 7829.668 +0.028 

3 23488,881 -0.012 


0.000676 
0.000289 
0.000784 
0-000144 


p.' 
0.000676 
0.000578 
0.000784 
0,000432 


Sp 


= 7 )54807,480 


= 0.002470 




-«= 7829.640 ft. 




= 4 




n=0.6745^«^^«=. 


0.0194 ft. 






r.-0-0^»*-± 0.0137 ft. 








r, «■";« ±0.0112 ft. 








,^=9:2ii= ±0.0073 ft. 







Most probable value = 7829.540 ± 0.0073 ft. 

200. Duplicate Lines. In work of ordinary importance or 

moderate extent it is sufficient to measure a base line twice and 
average the results for the adopted length. When the same line 
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is measured twice with equal care it is called a duplicate line. The 
rules of Art. 198 necessarily include duplicate lines, but this 
case is of such frequent occurrence that special rules are found 
convenient for the probable errors. Letting d represent the dis- 
crepancy between the two measurements, and remembering that 
the arithmetic mean is the most probable value, we have 

1^1 =+ 2 and u; = - -. 

Substituting these values in Eq. (79) and replacing ri with ri for 
the case of duplicate lines, we have for the probable error of a 
single measurement of the length I, 

U = 0.4769V^ = ± 0.4769rf. ... (84) 

Substituting the same values in Eq. (80), we have for the probable 
error of the arithmetic mean, 



r„ (approximately) = ± \d. 



Example. Measurement of a duplicate base line: 

Oburved Values 

4998.693 ft. 0.4769 X 0.034 = 0.0182. 

4998.659 ft. 0.3348 X 0.034 - 0.0U4. 

d - 0.034 ft. 

r, = ± 0.0162 ft. Ta = ±0.0114 ft. 

Most probable value =■ 4998.676 ± 0.0114 ft. 

201. Sectional Lines. A base line may be divided up into 
two or more sections, and each section measured a number of 
times as a separate line. Each section, on account of its several 
measurements, will thus have a most probable length and a prob- 
able error independent of any other section of the line. If 
h, ^3, .../„, be the most probable lengths of the several sections, 
then (Art. 168) the most probable length L for the whole line, is 

L=-h + l2 ... + ln='^l (87) 

And if fi, r2, . . . r„, be the probable errors of the several values 
h, h, etc., then (Art. 182) the probable error rj, for the whole 
line, is 

Tl = Vri2 + ri' ... + r^ = VS^. . . . (88) 
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Example. Sectional boee-line messuremeot. Givw 

k - 3816.172 ± 0.022 ft. 

It - 4122.804 ± 0.019 ft. 

I, = 3641.763 ± 0,017 ft. 
L = 3816.172 + 4122.804 + 3641.763 = 11580.739 ft. 
r^ =- V (0.022)' + (0.01fl)' + (0.017)' - ± 0.034 ft. 
Most probable value L = 11580.739 ± 0.034 ft. 

202. General Law of the Probable Errors. In measuring a 
base line bar by bar or tape-lei^h by tape-length, the case is 
essentially one of sectional measurement (Art. 201), in which 
each section is measured a single time, and in which each full 
section is of the same measured bar- or tape-length. If the con- 
ditions remun unchanged throughout the measurement, therefore, 
the probable error will be the same for each full section. As 
explained in Art. 180, however, this is not a case of computed 
values depending on a constant factor, so that the probable error 
of the whole line will not follow the law of that article. 
Lict L = the total length for a line of full sections; 
Tl = the probable error of this line; 
I = the length of the measuring instrument; 
Tt = the probable error for each length measured; 
n = the number of lengths measured; 



then (Art. 201) 






r^ - Vz;r> _ \/S?. 


But evidently 






"~ 1' 


whence 






r,-J^.lLVL. 



Eq. (89) is derived on the assumption that only full bar- or tape- 
lengths are Used. The fractional lengths that occur at the ends 
of a base (or elsewhere) form such a small proportion of the total 
length, however, that no appreciable error can arise by assuming 
Eq. (89) as generally true. A consideration of the various 
methods and instruments used in measuring base lines also shows 
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that there is Dothing in any esse which can materially modify 
the truth of this eqiiation*. We may therefore write as a 

Genehal Law : Under the same conditions 0/ mea,su,reme7U the 
puAable error of a base line varia direcUy as the scpiare root of its 
length. 

From the mamier in which this law has been derived it is 
evident that it is theoretically true whether the length assigned 
to> base line b the result of a single measurement, or the average 
of anumberof measuremeata, solong as the lines being compared 
have all been measured in the same way. In caaes where the 
given lines have been measured more than once, so that each 
line has ita own direct probable error, we can not expect an exact 
agreement with the law. But this relation of the probable 
errors is more likely than any other that can be assigned, and 
hence shows the relative accuracy that may be reasonably expected 
in lines of different length. The chief point of interest in the law 
lies in the fact that the error in a base line is not likely to increase 
any faster than the square root of its length, so that the probable 
error where a line is made four times as long should not be more 
than doubled, and so on. 

Example. A baee line measured under certain conditions has the value 
7716.9S2 ± 0.028 ft. What is the theoretical probaUe error of a base line 
15693.284 ft. long, measured under the same conditions? 

0.(B8./?p^-=t 0.0399. 

\ 7716.982 

Heoretical probable error of new line ~ ± 0.0399 ft. 

203. The Law of Relative Weight. In accordance with 
the law of the previous article, we may write for the probable 
error of a base line of any length 



I - mVX, 



in which m is a coefficient depending on the conditions of measure- 
ment. Also in accordance with the law of Art. 172, we may write 

in which p is the weight assigned to the line and s is a coefficient 
depending on the unit of weight and the conditions of measure- 
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meat. Since the unit of weight is entirely arbitrary we may assign 
that value to p which will make s equaT m, and write 



•I. — "*—^ \tn.j 

Combinii^ Eqs. (90) and (91), we have 

vp 
from which 

P = y (92) 

whence we have the 

Genekal Law: Under the same amditions of measurement the 
weight of a base line varies inversely as its length. 

From the maimer in which this law has been derived it is 
evident that it is theoretically true whether the length assigned 
to a base line is the result of a single measurement, or the average 
of a number of measurements, provided the lines compared have 
all been measured in the same way. 

If two or more base lines are measured under different con- 
ditions, they may be first weighted so as to offset this circum- 
stance, and then weighted inversely as their lengths. The 
relative weight of each line will then be the product of the weights 
applied to it. 

204. Probable Error of a Line of TToit Length. The probable 
erroE of an angular measurement conveys an absolute idea of its 
precision without regard to the size of the angle. The probable 
error of a base line, however, conveys no idea of the precision 
of the work unless accompanied by the length of the line. It is 
therefore convenient to reduce the probable error of a base line 
to its corresponding value for a similar line of unit length. A 
unit of comparison is thus established for different grades or 
pieces of work which is independent of the length of the bases. 
Such a unit has no actual existence, but is purely a mathematical 
basis of comparison. 

From Eq. (89) we have 
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Hence, when L equals 1, we have for tq, the probable error of a 
unit length of line, 



whence in general 



' Vi' 



Tl = ro\/L, 



in which alt the values refer to single measurements. From this 
equation we see that the probable error of any base line is equal 
to the square root of its length multiplied by the probable error 
of a unit length of such a line. If ro is well determined for 
given instruments, conditions, and methods, Eq. (93) informs us 
in advance what is a suitable probable error for a single measure- 
ment, and hence (Art. 198) for the average of any number of 
measurements of a line of the given length L. The base-line 
party therefore knows whether its work is up to standard, or 
whether additional measurements are required. 

206. Determination of the* Numerical Value of the Probable 
Error of a Une (rf Unit Length. From Eq. (93) we have, 



Tl = 



^oVX; 



" VL '■" 

So that in any case where the length of a line and the correspond- 
ing probable error are known, the formula determines a value 
for ro. In order for the value of ro to be reliable it must be based 
on many such determinations, but the expense prohibits many 
measurements of a long base line. As the law is known, however, 
which connects the values of the probable error for all lei^hs 
of line, it is just as satisfactory to determine ro from much shorter 
lines, which may be quickly and cheaply measured many times. 
The usual plan is to measure a series of duplicate lines, so that the 
probable error for a single measurement is known in each case 
from the discrepancy in each pair of lines. Since all results are 
reduced to the same unit length it is immaterial whether the 
different duplicate lines are of equal length or not. 
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In accordance wiUi Ek). (84) we have, for any single meaaure- 
ment of the duplicate line I, 



ri = 0.4 
whence, in accordance with Eq. (94), 



but, in accordance with Eq. (92), we have for any length of line I 
1 



V 



To - 0.4769v>^, (95) 

v^un determirted from a single duplicate line. If a number <d 
duplicate lines are measured we will have a corresponding number 
of values (ro)i, (ro)2, etc., based on the discrepancies di, d2, etc., 
of the several duplicate lines. It might as first be supposed that 
the average value of these determinations of ro would best repre- 
sent the result of all the measurements. What is really wanted, 
however, is that value of r^ which gives equal recognition to the 
conditions which caused its different values. A just recognition 
of each value of ro- therefore, will require ue to consider equal 
sections of any line as having been measured respectively under 
those conditions that produced the several values of Tq. The 
probable error for the whole line is then found from the probable 
errors of the different sections, and this result reduced to tlie 
probable error of a unit length. 

Let n = the number of values (ro)i, (ro)2, etc.; 
L = the length of any given line; 

whence the required equal sections will be 

/L\ (L\ ^ L 



and, in accordance with Eq. (93), 



'(i)r'"'y-' '©." 
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whence, in accordance with Eq. (88), 

and, in accordance with Eq. (94), 






but, in accordance with Eq. (95), 

(ro)i - 0.4769V pH?, {ro)2 = 0.4769 v'pS?, etc.; 
so that 

Sro^ - (0.4769)22pd2; 
whence 

r,- 0.4769^ (97) 

when determined from a number of duplicate lines. In using 
formtilas (95) and (97) it is to be remembered that d is the dis- 
crepancy in any duphcate line, p is the weight (reciprocal of the 
lei^th) of that line, n is the number of duplicate lines, and r^ 
ia the probable error of a single measurement of a line of unit 
length. 

Example. Detenmnation and application of the probable error of a base 
line of unit length: 

Duplicate Lin« d d' p pd' 

612.017 ft. 1 

512.011 " j 
619.184 ft. 

619.176 " j 

760.962 ft. 1 

760.971 " j 
619.180 ft. 1 
619.184 " J 
750.960 ft. 1 

750.972 " j 

from which we have 

Xpd' = 0.0000004991 



0.008 


0.000064 


0.009 


0.000081 


0.004 


0,000016 


0.012 


0.000144 



-ih 0.0000001034 
Ttr 0.0000001079 



0.0000001917 



i9VP-«^^^ = ±0.000151 ft., 

DiqilizcdcvGoOi^IC 
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which is therefore the probable error for a single meawirement of one foot 
made under the given conditions. For a single measuremeot of a base 
line of any length L, therefore, made under these same conditions, the 
probable error would be, in accordance with Eq. (93), 

ri = rtvT - ± 0.000151 VT ft. 

Thus if £ is 10,000 feet, we would have 

Ft - ±0.000161 X Vieood - ±o.oisi ft. 

And if such a line were measured four timee we should have, theoretically, for 
tlie probable error of the average length, 

To - ± 0.0151 -i- vT = ± 0.0076 ft. 

It thus becomes known in advance what probable error is to be expected 
under the given conditions. 

206. The Uncertainty of a Base Line. By the uncertaiiUy 
of a base line is meant the value obtained by dividing its probable 
error by its length. In accordance with Art. 202, the probable 
error of a base line varies as the square root of its length, so that 
the probable error increases much more slowly than the length 
of the line. On account of the greater opportunity for the 
compensation of errors, therefore, long lines are relatively more 
accurate than short lines. While the unit probable error r^ 
very satisfactorily indicates the grade of accuracy, whether a 
line be long or short, it does not furnish any idea of the degree of 
accuracy with which the length of a given line is known. The 
uncertainty of a base line, however, shows at once the precision 
attained in its measurement. If ri be the probable error of a 
single measurement of a base line whose length is I, then for the 
uncertfunty (7i of a single measurement, we have 



Ui 



. ri. 



and for the uncertainty (/„ of the arithmetic mean of n measure- 
ments, 



But, in accordance with Eq. (93), 
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„ _!2yr_jo_' 

' I VT' 





- = ?^-;% 


SO that we may write. 






''' = T = ^- 


and 






^ = ?=^- 



Examph t. Three meaeuremente of a base line under the some 
ditions give a = 6716.626 ± 0.0088 it. and ri = ± 0.0152 ft. What is 
iinoertainty of a siDgle measurement and also of the arithmetic mesa? 

77 ■ !i = 00152 1 

' " i " 6717.626 " 4419W' 



Example 2. A base line of 10,000 ft. length is to be measured four times 
under conditions which make the probable error of a unit length of line 
equal ± 0.000316 ft. What should be the uncertainty of each n 
and of the average of the four measurements? 

„ j^ 0.000316 _ 1 
' " VT" VIooOO" 316456* 

77 JL. 00003 16 1^_ 

""v^" VIOOOO" 632912- 
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APPUCATION TO LEVEL WORK 

207. TJnweis^ted Measoremeiits. If the difference of ele- 
vation of two stations is me^ured a number of timra in the same 
manner, over the same length of line, and under such conditions 
that the different determinations may be regarded as of equal 
weight, then (Art. 155) the arithmetic mean of the several results 
is the moBt probable value of this difference of elevation. The 
probable error of a single measurement (Art. 173) is given by the 
formula 

J-i^ 0.6745 J^^^T^, (100) 

and the probable error of the aritlunetic mean {Art. 173) of n 
measurements by the formula 



.-^-0.6745^^5^1. . . . 



Example. Difference of elev&tion by direct obsovatiooB of equal weight ; 



Obnrved Vkluu 




^ 


11.601ft. 


+ 0.009 


0.000081 


11.609 ft. 


+ 0.017 


0.000289 


11.4S0tt. 


- 0.012 


0.000144 


11.478 ft. 


- 0.014 


0.000196 



4)45.968 ft. Zv' ° 0.000710 

I " 11.492 ft. n = 4 



r, = 0.6745. p ^'" - ±0.0104 ft. 



0.0104 
Moat probable value = 11.492 ± 0.0052 ft. 



ra - -^-^ - ± 0.0062 ft. 
V4 
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208. Weii^ted Measurements. If the difference of eleva- 
tion of two stations is measured a number of times in the same 
mamier, and over the same length of line, but under such condi- 
tions that the different determinations must be regarded as of 
, unequal weight, then (Art. 157) the weighted arithmetic mean of 
the several results is the most probable value of this difference of 
elevation. The probable error of a sin^e measiuement of unit 
weight (Art. 174) is ^veu by the formula 



the probable error of any measurement of the weight p (Art. 174) 
by the formula 

r,--^ = 0.6745 / Sp^ _ _ 

V p \ J>(JI - 1) ' 

and the probable error of the weighted arithmetic mean (Art. 174) 
by the formula 

.„ = ^. 0.6745^/=!?=. . . . (104, 

ExoTKpU. Differenee lA deration by direct obaervattons cJ unequal 
weight: 

ObaeiTed Values p pit • i> t"i 

17-643 ft. 1 17.643 -0.028 0.000784 0.000784 

17.647 ft. 1 17.647 -0.024 0.000576 0.000576 

17.679 ft. 2 35.358 +0.008 0.000064 0.000128 

17.683 ft. 3 53-049 +0.012 0.00 0144 0.000432 



sp 


= 7) 


123-697 




± 0.0171 ft. 


- 0.001920 




n = 


■ 17.671 
= 0.6745-1 


= 4 




' 0.001920 
3^ = 






Tt = 


0.0171 


± 0.0121 ft. 








r,- 


0.0171 
V3 


± 0.0099 ft. 








f»- 


0.0171 
V7 


: ± 0.0064 ft. 







Moet prob^le value - 17.671 ± 0.0064 ft. 
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209. Duplicate Unes. In precise level work a duplicate line 
of levels is understood to mean a line which is run twice over the 
same route with equal care, but in opposite directions. The 
object of running in opposite directions is to eliminate from the 
mean result those systematic errors which are liable to occur in 
leveling, due to a rising or settling of the inatrument or turning 
points during the progress of the work. As explained in Art. 88, 
the details of the work are so arranged that these errors tend to 
neutralize each other to a large extent as the work progresses, so 
that no material error is committed by assuming that the results 
obtained are affected only by accidental errors. The most prob- 
able value for the difference of elevation of any two stations, 
based on a duplicate line, is equal to the average of the two results 
furnished by such a line. Letting d represent the discrepancy 
between the result obtained from the forward line and that 
obtained from the reverse line, we thus have 

Vi = +-2 and "2 2 ■ 

Substituting these values in Bq. (100) and replacing ri with r, 
for the case of duplicate lines, we have for the probable error 
of a single determination (forward or reverse) by a line of the 
length /, 

r, = 0.4769v^ = 0A7&9d (105) 

Substituting the same values in Eq. (101), we have for the 
■ probable error of the arithmetic mean of the results obtEuned by 
the forward and reverse lines, 

r„ = 0.3348d; (106) 

whenee 

r. (approximately) = id (107) 

Duplicate line of levels: 

ObHived Values 



fl - ± 0.0134 ft. To = ± 0.0094 ft. 

Most probable value = 29.662 ± 0.0094 ft. 
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210. Sectional Lines. Every line of levels which includes 
one or more intermediate bench marks may be regarded as made 

up of a series of sections connecting these bench marks. In 
general the work will be done by the method of duplicate leveling 
(Art. 209), 80 that a value for the difference of elevation of any two 
successive bench marks (limiting a section) will be obtained from 
the forward Une, and another value from the reverse line. From 
these two values (Art. 209) we will have a most probable value 
and a probable error for any given section, which will be independ- 
ent of all other sections. In whatever manner the levelii^ may 
be done, however, the subsequent treatment of the results will be 
the same, provided the determinations for each section are kept 
independent. If ei, €2, ■ . . en, be the most probable values for 
the difference of elevation between the successive bench marks, 
then (Art. 168) the most probable difference of elevation E 
between the terminal bench marks, is 

^ = €i + 63 - . - +e. = Se. ... (108) 

And if n, rs, . ■ - Vh, be the probable errors of the several values 
«i, ez, etc., then (Art. 182) the probable error te for the total dif- 
ference of elevation E, is 



Example. Level work on sectional linea. Given 
e, = 9.116 ± 0.008 ft. 



e. = 22.427 ± 0,018 ft. 
= 9.118 + 31.659 + 22.427 = 63.202 ft. 



Tb = v^O.OOS)' + (0.031)' + (0.018)'' = ± 0.037 ft. 
Most probable value E = 63.202 ± 0.037 ft, 

211. General Law of the Probable Errors. In measurit^ 
the difference of elevation between any two bench marks by pass- 
ing (in the usual way) through a series of turning points, the case 
is essentially one of sectional measurement (Art, 210),in which the 
difference of elevation for each section is measured a single time, 
and in which under similar conditions the average distance 
between turning points may be assumed to be the same for any 
lei^h of line. Hunning a line of levels is thus entirely analogous 
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to measurii^ a base line, and hence the same laws must bold good. 
In accordance with Art. 202, and without further demonstration, 
we may therefore write as a 

Oenebal Law : Under the same amditvms of measurement 
the protxMe error of a line of levels varies as the square root of its 
length. 

From the considerations on wiiich this law ia based it is evident 
that it is theoretically true whether the difference of elevation 
assigned to the terminals of a line is the result of a sii^Ie measure- 
ment, a number of measurements, or a duplicate measurement, so 
long as the lines being compared are all Identical in these details. 

Example. A line of levels 10 miles long has a probable error of ± 0.156 ft. 
What IB the theoretical value of the probable error for a Une 60 miles long, 
run under the same conditions? 

aiSeVlg = 0.156v^ - ± 0.382 ft. 

Theoretical probable error of new line >• ± 0.382 ft. 

212. The Law of Relative Weight. As explained in the 
previous article, the laws derived for base-line work are equally 
applicable to level work. Jn accordance with Art. 203, and with- 
out further demonstration, we may therefore write as a 

General Law: Under the same conditions of TneasureTneni the 
weight of the residt due to any liTte of levels varies inversely as the 
length of the line. 

From the considerations on which this law is baaed it is evident 
that it is theoretically true whether the difference of elevation 
assigned to the terminals of the line is the result of a single meas- 
urement, a number of measurements, or a duplicate measurement, 
so loi^ as the lines beii^ compared are all identical in these 
details. 

If two or more level lines are run under different conditions, 
they may be first weighted so as to offset this circumstance, and 
then weighted inversely as their lengths. The relative weight of 
each line will then be the product of the weights applied to it. 

.213. Probable Error of a Line of Unit Length. The probable 
error correspondii^ to a given line of levels conveys no idea of the 
precision of the work unless accompanied by the length of the line. 
It is therefore convenient to reduce the probable error of a line of 
levels to its correspondiog value for a similar line of unit length. 
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A unit of comparison b thus established for different grades or 
pieces of work which is independent of the length of the lines. 
Such a unit has no actual existence, but is purely a mathematical 
basis of comparison. 

As expluned in Art. 211, the laws derived for base-line work 
are equally applicable to level work. In accordance with Art. 204, 
and without further demoustratioQ, we may therefore write 

r^ = roVL, . _ . . ■. . . . (110) 

in which Tl is the probable error for a given line of levels of the 
length L, r^ is the probable error for a unit length of such a line, 
and in which all the values refer to single measurements. This 
equation indicates that the probable error of any given line of 
levels is equal to the square root of its length multiplied by the 
probable error for a unit length of such a line. If Tq is well deter- 
mined for given instruments, conditions, and methods, £q. (110) 
informs us in advance what is a suitable probable error for a 
single line of levels, and hence (Art. 207) for the averse result 
obtained by re-running such a line any number of times. In 
accordance with this article the probable error in the mean result 
of a duplicate line is equal to the second member of Eq. (110) 
divided by V2. In any. case, therefore, the level party knows 
whether its work is up to standard, or whether additional measure- 
ments are required. 

214. Determination of the Numerical Value <^ the Probable 
Errw of a Line of Unit Length. As explained in Art. 211, the 
laws and rules for baseline work are equally applicable to level 
work. The method of Art. 205 is consequently adapted to the 
present case by nmning one or more duplicate level lines of 
moderate lei^h, and noting the length of line (one way) and the 
discrepancy for each duplicate line. In accordance with Eq. (97), 
and without further demonstration, we may therefore write 

(111) 

in which Tq is the probable error in running a single line of levels 
of unit length, d is the discrepancy in any duplicate line, p is 
the weight (reciprocal of the one way length) of that line, and n 
is the number of duplicate lines. 
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ExamjUe. Determination and application of the probable 
level line of unit length: 



16.314" J 
16.308 ft. 1 
16.296" J 
18.540 ft. i 
18.549" ) 
18.552 ft i 
18,542" J 
21.663 ft, 1 
21.648" J 
21,661 ft, 1 



0,016 0,000256 

0,012 0-000144 

0.009 0,000081 

b.OlO 0.000100 

0.015 0.000225 

0.012 000144 

'■ J 0.014 0.000196 

Zpd' = 0.0000015602 



nhi 


0.0000003160 


^ 


0.0000001778 


t45 


0,0000001446 


a« 


0,0000001786 


Tir 


0,0000003085 


tH 


0,0000001841 


Th 


0..0000002506 



i9V"« 



- ± 0.000225 ft., 



which is therefore the probable error in running a single line of levels tor 
a distance of one foot under the given conditions. For a single line of levels 
of any length L, run under the same conditions, the probable error would 
be, in accordance with Eq. (110), 

rt "fovT - ±0.000225VZ"ft. 

Thufl if i is 10,000 feet, we would have 

rt - ± O,O00225V'ioCJo6 = ± 0,0225 ft. 

And if such a line of levels were run four Buecessive times we should have, 
theoretically, for the probable error of the average difference of elevation, 

ra - ± 0.0225 -i- vT - ± 0,0113 ft. 

It thus becomes known in advance what probable error is t« be expected 
under the given conditions. 

216. Multiple Lines. By a imdli-ple line of levels is meant a 
set of two or more lines connecting the same two. bench marka 
by routes of different length. In order to find the most probable 
value for the difference of elevation between the terminals of a 
multiple line, it is necessary {Art. 212) to weight each constituent 
line inversely at its length. If the character of the work requires 
any of the lines to be also weighted for other causes, then the 
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final weight of BUch line must be taken as the product of its indi- 
vidual weights. Having we^hted the several lines as thus explained 
the case becomes identical with any case of weighted measure- 
ments (Art. 208), and hence the probable error of a single measure- 
ment of unit weight is given by the formula 

fi = 0.6745 J^^, (112) 

the probable error of any of the lines of the weight p by the 
formula 






and the probable error of the weighted arithmetic mean by the 
formula 



■vs?-"-~\w»-ir 




Example. Three lines of levels, as shown in Fig. 86, give the following 
results; 

AtoB,B mile line, + 85.659 ft. 
AtoB,2i mile line, + 95.814 ft. 
A to B, 31 nule line, + 95.867 ft. 

The elevation of A is 416.723 feet. What is the most probable value for 
the elevation of B, and the probable error of this result? 



96.659 0.2 19.1318 

95.814 0.4 38.3256 

95.867 0.3 28.7601 

Ip = 0.9)86.2175 


-0.138 
+ 0.017 

+ 0.070 


0.019044 0.0038088 

0.000289 0.0001156 

0.004900 0.0014700 

Ipc' = 0.0053944 


95.797 


n-3 


r„ = 0.6745^ 


/0.0053944 _ 


± 0.0369 ft. 



416.723 + 95.797 = 512.520 ft. 
Meet probable value for elevation of B = 512.520 ± 0.0369 ft. 
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216. Level Nets. When three or more bench marks are 
interconnected by level lines so as to form a combination of 
closed rings, the resulting figure is called a level net. Fig. 87 
represents such a level net, involving nine bench marks. The 
elevation of any bench mark is necessarily independent of any 
other bench mark, but the differences between the elevations of 
adjacent bench marks are not independent quantities, since in 
any closed circuit theu- algebr^c sum must equal zero. In the 
^ven figure there are evidently fifteen observation equations, 
namely, the observed diEEerence of elevation between A and B, 
B and C, etc. But there are also seven closed rings, ABCD, ADA, 
etc., forming seven independent condi- 
tional equations. Fifteen minus seven 
leaves eight, so that (Art. 166) there 
can be but eight independent quanti- 
ties involved in the fifteen observation 
equations. The number of indepen- 
dent quantities must evidently be one 
less than the number of bench marks, 
aince one of these must be assiuned as 
known or fixed, and nine minus one 
gives eight as before. It sometimes 
happens that more than one line con- 
nects the same two points, as between 
A and D in the fi ure; but this fact 
FiQ. 87. makes no difference in the method of 

computation. Sometimes a point B 
occurs on a line without being connected with any other point. 
Such a point has no influence on the adjustments of any other 
point, and may be included or omitted, as preferred, in making 
such other adjustments. If omitted [in adjusting the other 
points its own most probable value can be found afterwards 
by Art. 217. 

There are two general methods of making the computations 
for the adjustments of a level net, each of which may be modified 
in a number of ways. In the first method the most probable 
values are found for the several differences of elevation between 
the bench marks, the most probable values for the eleoationa of 
the different bench marks being then found by combining these 
differences. In the second method the computations are arranged so 
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as to lead directly to the most probable values for the elevations 
of the beach marks. In any case each of the connecting lines 
must be properly weighted. If the lines are all run singly they 
are weighted inversely as their lengths unless some special con- 
dition requires some of these weights to be modified. If all the 
lines are duplicate lines, the average difference of elevation in 
each case may be treated as if due to a single line, and weighted 
inversely as its length. If special conditions exist the weights 
must be made to correspond. The manner q 

in which each method is worked out is 
illustrated by the following example. 

Example. Referring to the level oet indicated 
in Fig. 88, the field notes show the following 
reaulte: 

AtoB - +11.841 ft. 



BtoC = - 


5.496 ft. 


C toD = 4- 


8.207 ft. 


DtoE = - 


5.720 ft. 


EU>A - - 


8.515 ft. 


BtoE 


3.218 ft. 


CioE = + 


2.619 ft. 




The figures on the diagram are the lengths in milea 
of the various linea. The airow-heads ahow the 
direction in which each Une was run. The eleva- 
tion of the point A is 610.693 ft. What are the 
moat probable values for the elevations of the re- 
maining stations? 

First method. As there are but four unknown 
b«icb marks (B, C, D, E), there can be but four in- yiq. 88. 

dependent unknowns in the observation equations. 

As the lines AB, BC, CD, DB, may evidently be selected as the independent 
unknowns, we may write for the moat probable values of the corresponding 
differences of elevation 

AtoB ~ 4-11.841 -f r,; 

B to C - - 5.496 + V,; 

C to D - + 8.207 + V,; 

DloE = - 5.720 + vt. 

The conditional equations involved in the several closed circuits may then 
be avoided (Art. 166) by writing all the observation equations in terms of 
these quantities. Writing the reduced observation equations {Art. 163) 
directly from the figure, we have, by compajiaon with the observed values, 
- 0.000 (weight 0.4); 
p, = 0.000 (we^tO.3); 

V, = 0.000 (we^tO.4); 

V, = 0.000 {weight 0.3); 
-v,-p,-vt = + 0.317 (weight 0.2); 

si + v, + v, 0.209 (weight 0.5) ; 

i>, + vt= + 0.132 (we^ht 0.5). 



(A toB) 
(Sto C) 
(CtoD) 
(DtoB) 

(E to ^) - 
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As an illuatration of how these equations are formed let lu consider the 
observed line CE. 

Most probable value, C to D - + 8.207 + »». 

Most probable value, Dto £ « - 6.720 + ci. 

Hence, by addition. 



Hence this observation equation requires 

Vt•\■v^- + 0.132. 

No values of vi, t^, vi, »«, caii meet the requirementa of all the observatioD 
equations, and hoice to find the most probable values of v,, di, i^i, vt, we 
form the normal equations in the usual way, giving, 

O-Owi + 0.2v, + 0.2k, + 0.2u. - - 0.0634l 

0.2pi + l.Otij + 0.7i>) + 0.7i', - - 0.1679; 

0.2n + 0.7ui + 1.6t>, + 1.2e, = - 0.1019; 

0.2w, + 0.7w, + 1.2 e,+ 1.5p* = - 0.1019; 

whose solution pvea 



p, = -0.0566 ft.; 


vt 


= + 0.0092 ft; 


ft 0.1718 ft.; 




- +0.0123 ft.; 




A to B = + 11.7854 ft. 






BtoC= - 5.6678" 




A - 610.883 ft. 


C toD- + 8.2162" 




B =622.478" 


DtoB - - 5.7077" 




C = 616.811 " 


EioA = - 8.6261" 




D = 625.027 " 


BtaE 3.1593" 




E- 619.319" 


CtoE = + 2.5085" 







Second method. In this method we first find ^proximate values for the 
unknown elevations by combining the obsrared values in any convenient 

way, thus: 



C - 617.038 (appiTOt.) E = 619.526 (approx.) 

and then write, fta the most probable values, 

A - 610.693; 
B = 622.534 + vi; 
C = 617.038 + v,; 
D = 626.246 + v,; 
E - 619.625 + 1-.. 
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Substituting theee values in the obs^ration equations, wc have 

AtoB = +11.841 +11, = + 11.841; 

B to C - - 5.496 ~v,+ih= - 5.496; 

C toD = + 8.207 -v, + v,-+ 8.207; 

D to E = - 5.720 - t, + w, = - 5.720; 

EboA = - 8.832 - v, = - 8.515; 

BboE ~ - 3.009 - H, + ». = - 3.218; 

CtoE = + 2.487 - r, + f, " + 2.619. 



Leducdng and weighting inveree^ as the distances, we have 


p, = 0.000 (weight 0.4) 

-vi + v, - 0.000 (weight 0.3) 

-v, + v, = 0.000 (weight 0.4) 

-v,+Vi= 0.000 (weight 0.3) 

-v< = + 0.317 (weight 0.2) 

~ p, + [,, = - 0.209 (weight 0.5); 

-V, +vt^+ 0.312 (weight 0.5). 


■■onrLing the normal equations, we have 


1.2k, - 0.3t^ - 0.5k, = + 0.1045; 

- 0.3W, + 1.2^ - ,0.4t^ - OM = - 0.0660; 

- 0.4t^ + CZy, - O.Si'. = 0.0000; 

- 0.51., - 0.5k, - 0.3wi + 1.6b, = - 0.1019; 


vhose solution gives 


V, = - 0.0556 ft.; w. = - 0.2182 ft; 
K, = - 0.2274 " y* = - 0.2059 " 


vhence, fw the most probable values, we have (as before) 


A = 610.693 ft. A 
B = 622.478 " 
C - 616.811 " 
D -= 625.027 " 
£-619.319" 


f\ 



217. Intermediate Points. By an inter- 
mediate point is meant one lying only on 
a single line of levels, and hence having 
no influence on the general adjustment. 
Thus in Fig. 89 the bench marks A and B 
are adjusted as a part of the complete level 
net ABCDEFG. The point / is an inter- 
mediate point, having no influence on the 
general adjustment, but simply lying be- 
tween the djusted bench marks A and B. Fig. 89. 
In adjusting level net it s not necessary 
to separate the intermediate points from the others, as the 
results will come out the same whether any or all of the inter- 
mediate points are omitted or included. The work of cpmpu- 
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tation may be reduced, however, where there are many inter- 
mediate points, by adjusting the main system first and the inter- 
mediate points afterwards. Referring to Fig. 89, page 35S, 

Let / be an intermediat« point lying between the adjusted 
bench marics A and B; 
a = the distance A to 7; 
b = the distance I to B; 

d = the discrepancy between the line AB as run and the 
difference between the adjusted values of A and B 
{ + if the line as run makes B too high) ; 
c = observed change in elevation from Aio I; 
e = observed change in elevation from J to B; 
then 

A+e-\-e' = B + d, 

e = B - A ~ e + d; 
and 

/ (observed) = A + e (weight h) ; 

I (observed) = B — e' = A+e — d (weight a) ; 

or, taking the weighted arithmetic mean, 

, , , . . , , bA + be + aA + ae — ad 

I (most probable) = ~ -, 

+ a 

- '^ + '' ~{i^y ■ <""' 

As I represents any intermediate point, and a the corresponding 
distance from the commencement A of the pven 
line, it follows from this equation that the most 
probable values for any intermediate points are 
arrived at by adjusting for the discrepancy d in 
direct proportion to the distances from the initial 
point A. This law may be otherwise expressed 
by saying that the discrepancy is to be distributed 
uniformly along the line on the basis of dis- 
tance. 

Example. In the line of levels indicated in Fig. 90 the 
field noti^ show the followii^ changes in elevation: 

AtoB = + 2.626 ft. 
StoC = -3.483" 
CtoD - +6.915" 
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The adjusted elevations at A and D are 



What are the most probable elevations of the intermediate points B and C7 
28.665 
+ 2.626 

Discrepancy = + 0.396 ft. Total distance = 9 miles. 

31.281 0.396 X I - 0.088 ft. 0.396 X S = 0220 ft. 



27.798 


SUtiou 


Apparent Elevation 


CorreotioD 


Adjiuted Blfl 


6.915 


A 


28.655 


0.000 


28.655 




B 


31.281 


-0.088 


31.193 


34.713 


C 


27,798 


-0.220 


27.578 


34.317 


D 


34.713 


-0.396 


34.317 



+ 0.396 

218. Closed Circuits. By a dosed ctTcuit in level work is 
meant & line of levels which returns to the initial point, or, in 
other words, forms a single closed ring. The shape of Buch a circuit 
is entirely immaterial, whether approxi- 
mately circular, narrow and elongated, 
or irregular in any degree. A level net 
is in general a combination of closed 
circuits, but these circuits can not be 
adjusted separately, aa they are not 
independent. So also if any part of 
the ring is leveled over more than once 
it becomes essentially a level net, and _ 

must be adjusted accordingly. If, how- pj^ gj 

ever, the circuit is independent of all 

other work, and has been run around but once under uniform 
conditions, it may be adjusted by a simpler process. Referring 
to Fig. 91, 

Let A, B, C, D, E be the bench marks on an independent 
closed circuit; 
A = the initial bench mark; 
a = distance A-B-C to any point C; 
b = distance C-D~E-A back to A; 
d =t discrepancy on arriving at A ( + if too high) ; 
= observed change in elevation from A to C; 
= observed change in elevation from C to A ; 




then 



-e + e' =A+d 
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e'= — e + d; 
and 

C (observed) = A + e (weight b) ; 

C (observed) = A —e' = A + e ~ d (weight a); 

or, taking the weighted arithmetic mean, 

„ , ^ i_ V, . bA + be + aA + ae — ad 
C (most probable) = j-~ 

= (A + e)-(-^d. . . (116) 

As C represents any point in the circuit, and a the correspondii^ 
distance from the initial point A, it follows from tMs equation 
that the most probable values for the elevations of any points 
S, C, D, E, etc., are arrived at by adjusting the observed eleva- 
tions for the discrepancy d directly as the respective distances 
from the initial point. This law may be otherwise expressed by 
saying that the discrepancy is to be distributed uniformly around 
the circuit on the basis of distance. 

Exanpk. Id the closed line of levels indicsW in Fig. 91, page 357, the 
field not^ show the following changes in elevation; 

A to B - - 2.176 ft., distance = 3 miles. 

B to C = + 6.481 ft., distance = 1 mile. 

C to D ^ 1.712 ft., distance = 2 miles. 

DtoE = - 4.820 ft., distance = 2 nulee. 

EtoA'=+ 2.017 ft., distance = 3 miles. 
Given the elevation of J as 47.913 feet, what are the adjusted elevations 
around the line? 
47.913 

- 2.176 

45.737 Discrepancy - - 0.210 ft. Total distMce «• 11 miles. 

+ 6.4S1 0.210 X A = 0.057 ft 0.210X -^1= 0-105 ft. 

0.210 X A = 0.076ft. 0.210X t\= 0153 ft. 

62.218 

- 1.712 

50.506 

Station Apparent Elevation CorrsotioD Adjusted ElavMiaa 

A 47.913 0.000 47.913 ft. 

B 45.737 +0.057 45.794" 

C 52.218 +0.076 52.294" 

D 50.506 +0.105 50.611" 

E 45.686 +0.153 46.839" 
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219. Branch Lines, Circuits, and Nets. Any level line, circuit, 
or net tliat is independent of another 
system except for one common point, 
is called a branch system. Thus in 
Fig. 92 the dotted lines represent the 
original system, ABCD a branch line, 
HKLMN a branch circuit, and PRSTV 
a branch net. In adjusting the main 
system the results will be the same 
whether any or all of the branch sys- 
tems are included or omitted. If 
there is much branch work, however, 
the labor of computation may be re- 
duced by adjusting the main system 
first and the branch systems after- 
wards. When the main system is 
adjusted the elevations QiA,H, P, etc., 

become fixed quantities which must not be disturbed in adjusting 
the branch systems. 
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TABLES 



TABLE I.— CURVATURE AND REFRACTION aN ELEVATION)' 





DiSerMiM in Ftat for 




DiflcnDoe io FMt f oc | 


Dk- 








Di>- 








iss- 






C^^^ 


Mil^' 


o™^ 




Curvuun 


1 


0.7 


0.1 


0.6 


34 


771.3 


108.0 


663.3 


2 


2.7 


0.4 


2.3 


35 


817,4 


114.4 


703.0 


3 


6.0 


0.8 


5.2 


36 


864.8 


121.1 


743.7 


4 


10.7 


1.5 


9.2 


37 


913.5 


127.9 


785.6 


6 


16.7 


2.3 


14.4 


38 


963.5 


134.9 


828.6 


6 


24.0 


3.4 


20.6 


39 


1014.9 


142.1 


872.8 


7 


32.7 


4.6 


28.1 


40 


1067.6 


149.6 


918.1 


8 


42.7 


6.0 


36.7 


41 


1121.7 


157,0 


964.7 


9 


54.0 


7.6 


46-4 


42 


1177.0 


164,8 


1012.2 


10 


66.7 


9.3 


57-4 


43 


1233-7 


172,7 


1061.0 


11 


80.7 


11.3 


69.4 


44 


1291.8 


180,8 


1111.0 


12 


96,1 


13.4 


82.7 


46 


1351.2 


189.2 


1162.0 


13 


112. S 


15.8 


97 


46 


1411.9 


197.7 


1214-2 


14 


130,8 


18.3 


112.5 


47 


1474.0 


206.3 


1267.7 


15 


160,1 


21.0 


129.1 


48 


1537.3 


215.2 


1322.1 


16 


170.8 


23.9 


146,9 


49 


. 1602-0 


224.3 


1377.7 


17 


192.8 


■ 27,0 


165-8 


50 


1668.1 


233.5 


1434.6 


18 


216.2 


30.3 


185-9 


51 


1735.8 


243.0 


1492.6 


19 


240-9 


33.7 


207,2 


82 


1804.2 


252.6 


1651.6 


20 


266.9 


37.4 


229,5 


53 


1874-3 


262.4 


1611.9 


21 


294.3 


41.2 


253-1 


64 


1945-7 


272.4 


1673.3 


22 


322.9 


45.2 


277-7 


65 


2018-4 


282.6 


1735-8 


23 


353.0 


49.4 


303,6 


56 


2092.5 


292-9 


1799-6 


24 


384-3 


63.8 


330.5 


67 


2167.9 


303,5 


1864.4 


25 


417.0 


58.4 


358,6 


58 


2244.6 


314.2 


1930.4 


26 


451.1 


63.1 


388.0 


59 


2322-7 


325.2 


1997.6 


27 


486.4 


68.1 


418-3 


60 


2402,1 


336.3 


2065-8 


28 


523.1 


73.2 


449-9 


61 


2482-8 


347.6 


2135.2 


29 


561.2 


78.6 


482.6 


62 


2664-9 


359.1 


2205.8 


30 


600.5 


84.1 


516.4 


63 


2648.3 


370,8 


2277.5 


31 


641,2 


89.8 


551.4 


64 


2733.0 


382.6 


2350.4 


32 


683.3 


95-7 


587.6 


66 


2819.1 


394.7 


2424.4 


33 


726.6 


101.7 


624.9 


66 


2906.6 


406,9 


2499.6 
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GEODETIC SURVEYING 



TABLE n.— LOGARITHMS OF THE PUISSANT FACTORS* 
(In U. S. Legal Metere) 



5095330 
5095155 
S094973 
5094786 



5093541 
5093316 
5093087 
5092854 

5093135 
5091889 

5091640 
509139O 

5091137 
5090883 
5 09061 S 
5090373 
S090115 

5089857 
5089600 
S089343 
5089086 
5088831 

SO8S576 
5088314 
5 08 8073 
5087814 
SO87577 

5087334 
5087093 
5086856 
5086623 
S086393 

5086167 
5085946 
5085730 
5085519 
5085313 

50851" 
5084917 
5084739 
5084546 
5084370 



5108470 
5107708 
5106943 

51 05401 

5'04630 
5103858 



S100788 
Siooosg 
5099276 
5098530 



5097060 
S096338 
5095626 
5094935 
5094236 

5093560 
5093897 
5093348 
S091614 
5090996 



5089245 
5088698 
5088170 



33832 
34357 
35874 
37385 
38893 



43413 

449*5 
46443 

47967 
49501 
51047 
53607 
54183 

55776 
57390 
59027 



65868 
.67667 
69509 
71399 
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tabu: II.— logarithms of the puissant factors— 

(Continued) 
Log 0-log diff. for Qog '''I) -log diff. for Qog a) 



10|. 


los di««™e. 


[ogJ\ 


Idki 


l(X diSe»a». 


logJ\ 


3.876 


0.0000001 


2.385 


4.922 


0.0000124 


3,431 


4.026 


002 


2.535 


4.932 


130 


3.441 


4.1U 


003 




4,941 


136 


3.450 


4.177 


004- 




4.950 


142 


3,469 


4.226 


005 


2:734 


4.969 


147 


3,468 


4.265 


006 


2.774 


4.968 


153 


3.477 


4.298 


007 


2.807 


4.976 


160 


3.485 


4.327 


008 




4.985 


166 


3.494 


4,353 


009 


2:863 


4.993 


172 


3,602 


4.376 


010 


2.885 


5.002 


170 


3.511 


4.396 


oil 


2.905 


5.010 


186 


3.619 


4.415 


012 


2.924 


6,017 


192 


3 526 


4.433 


013 


2.942 


5.025 


199 


3.534 


4.449 


014 


2,958 


6,033 


206 


3.542 


4.4M 


015 


2-973 


6.040 


213 


3.549 


4.478 


016 


2,987 


6.047 


221 


3.556 


4.491 


017 


3.000 


5,054 


228 


3,563 


4.603 


018 


3.012 


5.062 


236 


3.671 


4.526 


020 


3.035 


5,068 


243 


3,577 


4.648 


023 


3.057 


5.075 


251 


3-634 


4,670 


025 


3.079 


5.082 


259 


3.691 


4.591 


027 


3.100 


5.088 


267 


3.597 


4.612 


030 


3.121 


6,096 


275 


3.604 


4.631 


033 


3.140 


5.102 


284 


3.611 


4.649 


036 


3.158 


6.108 




3.817 


4.667 


039 


3,176 


6-114 


300 


3.623 


4.684 


042 


3,193 


6-120 


309 


3.629 


4.701 


045 


3.210 


5-126 


318 


3,835 


4.716 


048 


3.225 


5-132 


327 


3.641 


4.732 


052 


3.2411 


6.138 


336 


3,647 


4.746 


056 


3.255 


5.144 


346 


3.653 


4.761 


059 


3.270 


5,150 


354 


3.669 


4.774 


063 




5.156 


364 


3,665 


4.788 


067 


3:297 


5.161 


373 


3.870 


4,801 


071 


3.310 


5.167 


383 


3.676 


4.813 


075 


3.322 


5.172 


392 


3.681 


4.825 


080 


3.334 


6-178 


402 


3,887 


4.834 


084 


3.343 


5.183 


412 


3.692 


4.849 




3.358 




422 


3.697 


4,860 


094 


3.369 


5:193 


433 


3.702 


4.871 


098 


3.380 


6.199 


443 


3.708 


4.882 


103 


3.391 


5.204 


463 


3.713 


4.892 


108 


3,401 


6.209 


464 


3,718 


4.003 


114 


3.412 


5.214 


474 


3.723 


4.913 


119 


3-422 


6.219 


486 


3.728 



t&ble rflQuire « to b« ejipreiiec 
a [oistilbm must b« rsduced 1 



;,Gooi^Ic 



GEODETIC SURVEYING 



TABLE ni.— BAROMETRIC ELEVATIONS • 

30 
CotttaminB H = 62737 log — . 



» 


- 


^i'"^ 


B. 


H. 


""V.". 


B. 


H. 


Dif- (or 


InohH. 


Feet. 


F«t. 


Incb«>. 


Feet. 


F«t. 


Incb«. 


■ Feet, 


Feet. 


11.0 


27,33fl 


-24.6 


u.o 


20,765 


-19.5 


17,0 


15,476 


-16.0 


11.1 


27,090 


24.4 


14.1 


20,570 


19.3 


17.1 


15,316 


15.9 


11.2 


26,846 


24.2 


14,2 


20,377 


19.1 


17.2 


15,157 


15.8 


11.3 


26,004 


24.0 


14.3 


20,186 


18.9 


17.3 


14,999 


15,7 


11.4 


26,364 


23.8 


14,4 


19,997 


18.8 


17.4 


14,842 


15,6 


11.5 


26,126 


23.4 


14-5 


19,809 


18.6 
18.6 


17.5 


14,686 


15-5 
15-4 


11.6 


25,890 


14 '6 


19,623 


17,6 


14,531 


11,7 


25,656 


23.2 


14.7 


19,437 


18.5 


17,7 


14,377 


15-4 


11.8 


25,424 


23.0 


14.8 


19,252 


18.4 


17.8 


14,223 


15-3 


11.9 


25,194 


22.8 


14.9 


19,068 


18.2 


17.9 


14,070 


15.2 


12.0 


24,966 


22.6 
22.4 


15.0 


18,886 


18,1 
18.0 


18.0 


13,918 




12.1 


24,740 


15.1 


18,705 


18.1 


13,767 


16.0 


12.2 


24,516 


22.2 
22.1 
21.9 


15.2 


18,526 


17,9 


18.2 


13,617 




12.3 


24,294 


15.3 


18,346 


18.3 


13,468 


14,9 


12.4 


24,073 


15.4 


18,168 


17.6 


18,4 


13,319 


14,7 


12.5 


23,854 


21 7 


15.5 


17,992 


17,5 


18.5 


13,172 


14,7 


12.6 


23,637 


21 6 


15.6 


17,817 


17,4 


18,6 


13,025 


14.6 


12.7 


23,421 


21.4 


15.7 


17,643 


17-3 


18.7 


12,879 


14.6 


12.8 


23,207 


21.2 
21.0 


15.8 


17,470 




18.8 


12,733 




12.9 


22,995 


15.9 


17,298 


17.1 


18.9 


12,589 


14-4 


13.0 


22,785 


20.9 


16,0 


17,127 


16.9 


19.0 


12,445 


14.3 


13.1 


22,576 


20.8 


16,1 


16,968 


16.9 


19.1 


12,303 


14.2 


13 2 


22,368 


20,6 


16.2 


16,789 


16.8 


19.2 


12,160 


14.2 


13 3 


22,162 


20.4 


16,3 


16,621 


16.7 


19,3 


12,018 


14.1 


13,4 


21,968 


20.1 
20 


16,4 


16,454 


16.6 


19.4 


11,877 


14.0 


13.5 


21,757 


16,5 


16,288 


16,4 


19.6 


11,737 


13.9 


13.6 


21,557 


19.9 


16.6 


16,124 


16.3 


19.6 


11,598 


13.9 


13.7 


21,358 


19.8 


16,7 


15,961 


16.3 


19.7 


11,459 


13.8 


13.8 


21,160 


19 8 


16.8 


15,798 


16.2 


19.8 


11,321 


13.7 


13,9 


20,982 


—19,7 


16.9 


15,636 


—16.0 


19.9 


11,184 


-13.7 


14.0 1 20,765 




17.0 


15,476 




20.0 


11,047 
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TABLE III.— BAROMETRIC ELEVATIONS— (Con/inuea) 

Containing H - 62737 log — . 



11,047 
10,911 
10,776 
10,642 
10,508 
10,375 
10,242 
10,110 
9,979 
9,848 
9,718 



9,204 
9,077 

8,951 
8,825 
8,700 
8,575 
8,451 
8,327 
8,204 
8,082 



7.121 
7,004 



6,770 
6,854 



5,518 
5,407 
5,296 



4,535 
4,428 
4,321 
4,215 



3,277 
3,175 
3,073 
2,072 
2,871 
2,770 
2,670 
2,670 
2,470 
2,371 
2,272 
2,173 
2,075 
1,977 
1,880 
1,783 



1,302 
1,207 
1,112 
1,018 



:.vGoo<^Ic 



GEODETIC SUEVEYING 

TABLE III.— BAROMETRIC ELEVATIONS— Continiwrf 

Containing H =62737 log — . 



B. 


H. 


%i'" 


B- 


-■ 


™o/"' 


B. 


H. 


°"d.^" 


Incbea. 


Feet. 


Feet. 


IllohH. 


Feet. 


Feet. 


Inches. 


Feet. 


F«t. 


29.0 


924 




29.7 


274 




30.4 


-361 








9.4 

9.3 
9.3 






9.1 
9 1 
9.1 






8.9 

s.g 

8.8 


29.2 


736 


29.9 


91 


30.6 


640 


29,3 


643 


30.0 


00 


30.7 


629 


29 4 


































9.2 






9.0 






-8.8 


29.6 




9,2 






9 








29. V 


274 




30.4 


-361 











TABLE IV.— CORRECTION COEFFICIENTS TO BAROMETRIC 
ELEVATIONS FOR TEMPERATURE (FAHRENHEIT) AND 
HUMIDITY » 



.+,■ 


C 


l+t' 


C 


l+f 


C 


0' 


-0.1025 


60- 


-0.0380 


120° 


+0.0262 


5 


-0.0970 


66 


-0.0326 


125 


+0.0315 


10 


-0.0915 


70 


-0.0273 


130 


+0.0368 


15 


-0.0860 


75 


-0.0220 


. 135 


+0,0420 


20 


-0.0806 


80 


-0.0166 


140 


+0.0472 


25 


-0.0752 


85 


-0.0112 


145 


+0.0524 


30 


-0,0698 


90 


-0.0058 


150 


+0.0576 


35 


-0.0646 


95 


-0.O0O4 


155 


+0.0626 


40 


-0,0592 


100 


+0.0049 


160 


+0.0677 


45 


-0.0539 


105 


+0.0102 


165 


+0.0728 


50 


-0.0486 


110 


+0.0156 


170 


+0.0779 


55 


-00433 


115 


+0.0209 


175 


+0.0829 


60 


-0,0380 


120 


+0.0262 


180 


+0,0879 
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—LOGARITHMS OF RADIUS OF CURVATURE 
(In U. S. Legal Meters) 









LatJtude 




















24° 


26° 


28° 


30" 


32" 


0" 


180° 


Meridisii 


6.802484 


6,802602 


6 802726 


6.802857 


6.802993 


5 


175 


185° 


355" 


2503 


2620 


2744 


2874 


3009 


10 


170 


190 


350 


2558 


2674 


2796 


292* 


3057 


15 


165 


195 


345 


2649 


2761 




3005 


3135 


20 


160 


200 


340 


2771 


2880 


2995 


3116 


3241 


30 


150 


210 


330 


3098 


3197 


3301 


3410 


3523 


40 


140 


220 


320 


3501 


3585 


3676 


3771 




50 


130 


230 


310 


6.803928 


6.803999 


6.804075 


6,804155 


6.804238 


60 


120 


240 


300 


4330 


4389 


4451 


4517 


4585 


70 


110 


250 


290 


4658 


4707 


4758 


4812 


4868 


75 


105 


255 


285 


4781 


4827 


4874 


4923 


4974 


80 


100 


260 


280 


4872 


4914 


4958 


5004 


5052 


85 


95 


265 


275 


4928 


4968 


5011 


6054 


5101 


90 




270 


4947 


4986 


5028 


5071 


5117 




34° 


36° 


38" 


40° 


42" 


O" 


180° 




6.803134 


6.803279 


6.803427 


6.803578 


6,803731 




5 


175 


185= 


355° 


3150 


3294 


3441 


3591 


3744 


10 


170 


190 


350 


3195 


3337 


3483 


3631 


3780 


15 


165 


195 


345 


3270 


3409 


3651 


3695 


3840 


20 


160 


200 


340 


3371 


3505 


3642 


3781 


3922 


30 


150 


210 


330 


3641 


3762 


3885 


4011 


4138 


40 


140 


220 


320 


3972 


4077 


4184 


4294 


4405 


50 


130 


230 


310 


6,804324 


6,804412 


8.804503 


6,804595 


6.804688 


60 


120 


240 


300 


4655 


4728 


4802 


4878 


4954 


70 


110 


250 


290 


4926 


4985 


5046 


5109 


5171 


75 


106 


255 


285 


6027 


5081 


5138 


5195 


5253 


80 


100 


260 


280 


5102 


5153 


5206 


5259 


5313 


S5 


95 


265 


275 


5148 


5197 


5247 


5299 


5350 


90 




270 


5164 


5212 


5261 


5312 


5363 




44" 


46" 


48" 


50" 


62" 


0° 


180" 


Meridian 


8.803885 


6,804040 


6-804194 


6,804347 


6.804498 


5 


175 


185° 


355" 


3897 


4060 


4204 


4356 


4506 


10 


170 


190 


350 


3931 


4082 


4233 


4383 


4631 


15 


165 


195 


345 


3987 


4135 


4282 


4428 


4573 


20 


160 


200 


340 


4064 


4206 


4348 


4489 


4629 


30 


160 


210 


330 


4267 


4396 


4524 


4652 


4778 


40 


140 


220 


320 


4516 


4628 


4740 


4851 


4960 


50 


130 


230 


310 


6.804782 


6,804876 


6.804970 


6.805063 


6.805155 


60 


120 


240 


300 


5030 


5109 


5186 


5262 


5338 


70 


110 


250 


290 


5234 


5298 


5362 


5425 


5487 


75 


105 


255 


285 


5312 


5369 


6428 


5486 


5543 


80 


100 


260 


280 


5368 


6422 


5477 


5531 


5584 


85 


95 


265 


275 


5102 


5455 


5507 


5559 


5610 


90 


'-"•"-■ 


270 


5414 


5465 


5517 


6568 


5618 



;,Gooi^Ic 



GEODETIC SUEVETING 



-LOGARITHMS OF RADIUS OF CURVATURE 

(In teet) 





LsUtude. 1 














28" 


30" 


32" 


34" 


36° 


0° 


180" 


Mer 


diBn 


7.318711 


7-318841 


7.318978 


7.319118 


7.319263 


5 


175 


ISS" 


355" 


8728 


8858 




9134 


9278 


10 


170 


190 


350 


8780 


8908 


9041 


9179 


9321 


15 


165 


195 


345 


8864 


8989 


9119 


9254 




20 


160 


200 


340 


8979 


9100 


9226 


9355 


9489 


30 


150 


310 


330 


9285 


9394 


9507 


9625 


9746 


40 


140 


220 


320 


9660 


9755 


9853 


9956 


320061 


50 


130 


230 


310 


7.320069 


7.320139 


7.320222 


7,320308 


7,320396 


60 


120 


240 


300 


0435 


0501 


0569 


0639 


0712 


70 


110 


250 


290 


0742 


0796 


0852 


0910 


0969 


75 


106 


255 


286 


0858 


0907 


0958 


1011 


1065 


80 


100 


260 


280 


0942 


0988 


1036 


1086 


U37 


85 


96 


265 


275 


0995 


1038 


1085 


1132 


1181 


90 


Prime Vert 


270 


1012 


1055 


1101 


1148 


1196 


1 38" 


40" 


42" 


44" 


46" 


0° 


180° 




7.319412 


7.319562 


7.319715 


7.319869 


7.320024 


5 


175 


185" 


355" 


9425 


9575 


9728 


9881 


0034 


10 


170 


190 


350 


9467 


9615 


9764 


9916 


0066 


15 


165 


196 


345 


9535 


9679 


9824 


9971 


0119 


20 


160 


200 


340 


9626 


9765 


9906 


320048 


0190 


30 


150 


210 


330 


9869 


9995 


320122 


0251 


0380 


40 


140 


220 


320 


320168 


320278 


0389 


0600 


0612 


50 


130 


230 


310 


7,320487 


7.320579 


7.320672 


7,320766 


7.320860 


60 


120 


240 


300 


0786 


0862 


0938 


1014 


1093 


70 


110 


250 


290 


1030 


1093 


1155 


1218 


1282 


75 


105 


255 


285 


1122 


1179 


1237 


1296 


1353 


80 


100 


260 


280 


1190 


1243 


1297 


1352 


1406 


85 


95 


265 


275 


1231 


1283 


1334 


1386 


1439 


90 


Prime Vert, 


270 


1246 


1296 


1347 


1398 


1449 



TABLE VU.— CORRECTIONS FOR CURVATURE AND REFRACTION 
IN PRECISE SPIRIT LEVELING 





Correction 








Correetion 




















Heading. 




Reading. 










Meters, 






0.0 


100 


-0.68 


200 


-2.73 












-3.01 


48 to 60 


-0.2 


120 


-0.98 


220 


-3,31 




-0-3 


130 


-1.15 


230 


-3.61 


73 U> 81 


-0,4 


140 






-3.94 


82 to 90 


-0.5 


150 


-1.64 


250 


-4.27 




-0.6 


160 


-1.75 


260 


-4,62 


99 to 105 


-0 7 








-4.98 


106 to 112 


-0.8 


180 


-2.21 


280 


-5,36 


113 tolls 


-0.9 


190 


-2.47 


290 


-5-75 
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TABLE Vm.— MEAN ANGULAR REFRACTION 



IfStTdl* 




te;5"«* 


Refiaction. 


ter 




DistsDce. 


00 


34 54.1 


10 


5 16.2 


50 


48.4 


40 


10 


32 49.2 


II 


4 48,5 


61 


46,7 


39 


20 


30 52.3 


12 


4 25.0 


52 


45.1 




30 


29 03.5 


13 


4 04.9 


53 


43.5 


37 


40 


27 '22.7 


14 


3 47.4 


54 


41-9 


36 


50 


25 49,8 
















15 


3 32.1 


55 


40.4 


35 


I 00 


24 24.6 


16 


3 18.6 


56 


38-9 


34 


10 


23 06.7 


17 


3 06,6 


57 


37-5 


33 


20 


21 55.6 


18 


2 55.8 


58 


36.1 


32 


30 


20 50,9 


19 


2 46-1 


59 


34-7 


31 


40 


19 51-9 












60 


18 58.0 


20 


2 37-3 


60 


33.3 


30 






21 


2 29,3 


61 


32,0 


29 


2 00 


18 08.6 


22 


2 21.9 


62 


30.7 


28 


10 


17 23.0 


23 


2 15-2 


63 


29.4 


27 


20 


16 40.7 


24 


2 08.9 


64 


28,2 


26 


30 


16 00.9 












40 


15 23 4 


25 


2 03-2 


65 


26,9 


25 


50 


14 47.8 


26 


1 57 8 


66 


25.7 


24 






27 


I 52-8 


67 


24.5 


23 


3 00 


14 14.6 


28 


1 48-2 


68 


23.3 


22 


10 


13 43.7 


29 


I 43 8 


69 


22,2 


21 


20 


13 15.0 












30 


12 48.3 


30 


1 39-7 


70 


21,0 


20 


40 


12 23,7 


31 


I 35 8 


71 


19.9 


19 


60 


12 00.7 


32 


I 32 1 


72 


18,8 


18 






33 


1 28-7 


73 


17.7 


17 


4 00 


II 38.9 


34 


1 25.4 


74 


16.6 


16 


10 


11 18.3 












20 


10 58.6 


35 


1 22,3 


75 


15.5 


15 


30 


10 39,6 


36 


I 19.3 


76 


14.5 


14 


40 


10 21.2 


37 


1 16-5 


77 


13.4 


13 


50 


10 03.3 


38 


1 13-8 


78 


12.3 


12 






39 


1 11.2 


79 


11.2 


11 


5 00- 


9 46.5 












30 


9 01.9 


40 


1 08-7 


80 


10.2 


10 






41 


1 06.3 


81 


09.1 


9 


« 00 


8 23.3 


42 


I 04-0 


82 


08.1 


8 


30 


7 49.5 


43 


I 01-8 




07,1 


7 






44 


59-7 


84 


06.1 


6 


7 00 


7 19,7 












30 


6 53.3 


45 


57,7 


85 


05.1 


5 






46 


55.7 




04.1 


4 


8 00 


6 29.6 


47 


53.8 


87 


03.0 


3 


30 


6 08.4 


48 


51,9 




02.0 


2 






49 


50.2 


89 


01.0 


1 


9 00 


5 49,3 












30 


5 32.0 


50 


48.4 


90 


00.0 
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GEODETIC SUEVEYING 



TABLE IX.— ELEMENTS OF MAP PnOJECTIONS 



Lit. 


Loi^rith 


Tu (U. S. Legui Meters). 


1° in MeMn. 


Lo««ithm 
(-10) 


fi 


N 


' 


L.titi.de. 


LllitudeO 


20° 
22 
24 
26 
28 


e. 8022696 
3727 

4836 
6015 

7262 


6.8048762 
9096 
946S 
9859 

6.8050274 


6.7778610 

.7720755 
.7686767 
.7586461 
.7509623 


110700 
726 
754 
785 
816 


104650 
103265 
101756 
100121 
98365 


9.9906560 

5873 
5134 
4347 

3516 


30 
32 

36 
38 


6.8028569 

9930 

6,8031339 

2788 
4271 


6-8050710 
1164 
1633 
2116 
2611 


6.7426016 
.7336369 
.7237375 
.7131692 
.7017932 


110850 

884 
920 
957 
995 


96489 
94406 
92388 
90167 
87836 


9.9992645 

1738 

0798 

9.9989832 

8843 


40 
42 
44 
46 
48 


6.8035781 
7309 
S849 

8.8040393 
1934 


6 8053114 

4136 
4651 
5165 


6.6895654 
.6764358 
. 6623477 
.6472364 
.6310274 


111034 
073 
112 
152 

191 


S639T 
82864 
80209 
77466 
74629 


9.9987837 
6818 
5792 
4762 
3735 


60 
62 

54 
56 
68 


8,8043463 
4975 
6460 
7913 
9326 


6.8055675 
6178 
6674 
7158 
7629 


6.0136350 
.6949598 
,5748861 
.6532775 
.5299726 


111231 
269 
307 
346 

381 


71699 
68681 
65579 
62396 
59136 


9.. 9982716 
1708 
0717 

9,9979749 
8807 


60 


6.8050691 


6.8058084 


6.5047784 


111416 


55803 


9-9977897 



L.t. 


Element 






□oo 


rdin 


atei of Developed Arcs 




1 


of 
Tanaent 


1 V 1 


(or 1° of Long, 




V 


• of Lont. 


tor 1° « 


tLong. 


tot 7.°. 


Mile.. 


MLle.. 


Met™. 




lue 


lor a°) X 


Miles. 


Meters. 


(1°)X 


?0° 


10893 


65,03 


104649 




rn 


(0.197n'') 


0.1941 


312.3 


fi" 


99. 




64,17 


103264 








2I6n°) 





2098 


337 
































•M 


8131 


62,21 


100120 






HI 


253n'') 


(1 


2380 


;w3 







28 


7459 


61,12 


98364 




CO 


(U 


27171°) 





2504 


403 





71' 












m 




288n=) 










»■ 


«■/ 


6349 


58,72 


94495 








3057.°) 


1) 


2715 


437 


1) 




■M 


5882 


57,41 


92386 








322n=) 


(1 


2801 


4511 


H 


















3397.°) 


n 


2874 








38 


5079 


64,58 


87834 




CM 


CO 


35571°) 


U 


2932 


471 






40 


4730 


63,06 


85395 




rrw 




37171°) 





2978 


479 




n' 
















38871°) 












44 


4111 


49,84 


80207 






111 


40071°) 


11 


3021 


4811 


9. 




4H 


3834 


48.13 


77464 








41471=) 


11 


3022 


4K8 






48 


3575 


46,37 


74627 




CO 




4287.°) 





3007 


484 





71' 


an 


3332 


44,53 


71697 




on 


m 


44l7i°| 





2978 


471 


3 




5? 


3103 


42.68 


68679 








4547.°) 




2935 


































J>H 


2679 


38.77 


62394 






(II 


4787.°) 


11 


2805 


451 


4 




.58 


2483 


36.74 


59134 


n 


CO 


(0 


489n°) 





2719 


437 


8 


n' 


60 


2294 


34.67 


55801 


n 


COB (0.499n") 


0.2620 


421.7 


"' 
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TABLE X.— CONSTANTS AND THEIR 


LOGARITHMS 






Number. 


Lcxiirithin, 1 




3.141592664 
0.318309886 

9.869804401 
0.101321184 

1.772453851 

0.664189584 

57,29577951 
3437.746771 
206264.8062 

0.017453293 
0.017462406 

0.00029088B 
0,000290888 
0.000004848 
0.000004848 

2.718281828 
0.434294482 
0.434294482 
2.302585093 

3.2808693,, 
3.280S33333 

0.621369949 
1609.347219 

0-478B3B3,. 
0.6744897, . 


0,4971498727 
9,5028501273 
0-9942997464 

0.2485749363 

9,7614250637 

1,7581226324 
3.S382738S28 
5,3144251332 

8,2418773676 

8,2418553284 
6,4637261172 
6,4637261109 
4.6865748668 
4.6855748668 

0,4342944819 
9-6377843113 
9.6377843113 
0,3622156887 

0.5159889297 
0,5159841687 

9.7933502462 

3,2066497538 

9.6784604... 
9.8289751. . . 


-10 
-10 
-10 

-10 
-10 

:18 

-10 
-10 

-10 
-10 

-10 

-10 
-10 


1 






V7 


1 






















Modulus of common loBarithms (M ) 






1 U. S. legal meter - 3.2808333 + ft 

1 kUometer - five-eiahths mUe. nearly . . . 








Geodetic CoEM.nt». 
(ClKlie-« 1866 Sphsroiii.) 


1 


U, S, L«gBl Met™. 


F„. 1 




6-8047033 
8.8032286 
9-9985262 
8,8039665 
7,5302093 

8,9152613 

7,8306026 

9.0970504 

6,8017637 

6,8061781 


-10 
-10 

-10 
-10 

-:o 


7.3206875 
7.3192127 
9.9985252 
7.3199507 

7.5302093 
8.9162513 
7,8305026 
9.9070504 
7.3177379 
7.3221623 


-10 

-10 
-10 
-10 
-10 












Scoentrioity)'- ^-^ = «i , . . 


'•-.-.. 




o« a 
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repeating instrument 59 

Alignment corrections: 
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Altazimuth instrument 48, 51 
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accuracy of measuicmenta 78 

ftdjustnient of 81, 100, 312-332 

eccentric 75 
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instruments for measuring 47, 52, 60 

metuurement of 47-80 

Apparent time 165 
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Arithmetic mean 244 
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Astronomical detenninationB 163-226 

See also Azimuth, Latitude, Longitude, and Time. 

Azimuth 4, 109, 167, 203 

ftstronomical 204 

geodetic 204 
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marks 204 

periodic changes in 226 

Azimuthal angles 109, 117 

Azimuth determinations 203-226 

approximate 214 

at sea 225 

by meridian altitudes of sun or stare 205 

by observations on circumpolar stars 207-225 

direction method 215 ' 

fundamental formulas 208 

micrometric method 221 

repeating method 218 

Back azimuth 109, 113, 122 

errors 122 

Barometers, aneroid and mercurial : . . 126, 127 

Barometric leveling 125, 126-130 

Base-bars 24-29 

compensating 26 

Eimbeck duplex 26 

general features of 25 

standardizing 33 

thermometric 26 

tripods for 27 

Base-line measurements 24-46, 333-543 

accuracy of 45 

adjustment of 333 

check bases 5 

corrections required 24, 35-M 

duplicate linep 334 
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Baee-line measuremente — (conHnvied) 
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uncertainty of 46, 342 

Bessel's solution of geodetic problran 118 

Besael's spheroid 106 

Bibhography 374 

Board signals 20 

Bonne's map projection 238 

Celestial sphere 166 

Chance, laws of 248 
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in longitude 203 

Check bases 5 

Chronograph 184 

Circunipolar stars 180, 207 

Clarke's spheroid 106 

Clarke's solution of geodetic problem: 

direct 116 

inverse 118 

. Qosed level circuiU 160, 357 

Closing the horiaon 53, 313, 315 
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papers of 1 

precise level 153 

Coefficient of refraction 138 

Co-functions; 

altitude 167 

declination 167 

latitude : 167 

■ Comparator 34 

Compensating base-bars 26 

Computation of geodetic positions 103-124 

Bessel's solution 118 

Clarke's solution 116 

Helmert's solution 118 
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Computatknis of geodetic poaitioiu — (omtinued) 

inveree problem 118 

FuiBSODt'B BolutioD 113 

Computed quEuitities: 

meat probable values of 296 

probable errora of 306-311 

Conditional equationa 284 

Conditioned quantities: 

definition ot 242, 284 

most probable values of 284-295 

Iffobable errors of', 304 

Convergence ot meridians 88, 111 

Corrections in base-line work 24, 36-44 

Correlative equations 290 

Crose-sectjon of tapes 38 

Culmination, meaning ot 190 

Curvature and refraction (in elevation) 12 

Declination 167 

D^ree, length of: 

meridian 228 

parallel ot latitude 228 

Dependent equations 284 

Dependent quantities: 

definition of 242, 284 

most probable values of 284^-295 

probable errors of 304 

Deviation of plumb line 124 

Dip of horizon 184 

Direction instrument 47, 60, 60 

adjustments ot 71 

Direct observations 243 

Distances, polar and zenith 167 

Diurnal aberration 213 

Duplex base-bars 26 

Duplicate base lines 334 

Duplicate level lines IfiO, 346 

Earth, figure ot: 

general figure 104 

practical figure 106 

precise figure 106 

Eccentric signals 20, 78 

stations 76 

Eimbeck duplex base4)ar 26 

Elevation of stations 62 

Ellipsoid, definition of 106 
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Elliptic arcs : 108 

Elongation, definition of 208 

Ephemeris, American 164 

liquation ot time 165 

EqutLtione: 

conditional 284 

correlative 290 

dependent ■. 284 

nonnal .' 273,275 

observation 271 

probability 257 

reduced observation 281' 

classification of 245, 247 

facility of 255 

in precise leveling •. 143 

laws of 252 

probability of 256 

theory of 252-265 

types of 264 

European precise level 141, 145 

adjustmenta of 146-152 

Exterior angles 53 

Figure adjustment 81, 87, 100, 312, 321-332 

Figure of earth: 

analytical considerations 110 

constants of 106 

general figure , 104 

geometrical considerations 106 

practical figure 106 

precise Rgate .' 106 

Filar micrometer: 

deacription of 66 

reading the micrometer 67 

run of the micrometer 68 

Flattening of the earth's polee 104, 106 

Foot pins and plates 158 

Gaps in base lines 44 

Geodesic line 109 

Geodesy: 

definition of 1 

history of 1 

scope of 2 

Geodetic associations 1 

Geodetic leveling 126-162 
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Geodetic map drawing 227-240 

G^xletic positions, computation of 103-124 

Geodetic quadrilateral 7, 90, 327 

Gieodetic surveying 1-240 

Geodetic work in tlie United States I 

Geoid, definition of 106 

Geometric mean 244 

Harrebow-Talcott latitude method 193 

Heat radiation 47 

Height of stations 17 

Heliotropes 21 

Helmert's solution of geodetic problem 118 

History of plane and geodetic surveying 1 

Horisontal alignment 40 

Hour angle 164, 167 

Independent quantities; 

definition of 341 

most probable values of 266-283 

probable errors of 300-304 

Indirect observations 243 

Instrumenta, geodetic; «ee Angles, Astronomical determinations. Base- 
line measurements and geodetic leveling. ^ 

Interior angles 53 

Intermediate points in leveling 160, 217 

International Geodetic Association 1 

Intervisibility of stations 11, 14 

Invar tapes 32 

Inverse geodetic problem 118 

J&derin base-line methods: 

with tapee 31 

with Bdres 32 

Latitude 109,167, 186 

astronomical 186 

geocentric 187 

geodetic 186 

locating a parallel of 120 

periodic changes in 196 

Latitude determinations 188-196 

at sea 196 

by circumpolar culminations 190 

by Harrebow-Talcott method 193 

by meridian altitudes of sun 188 

by prime-vertical transits 192 

by zenith telescope. . . . : 193 
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coefficients in correlatiTe equations 294 

coefficients in normal equations 2S0 

facility of error 257 

L&ws of 

chance 248-250 

errora 252 

we^ta 82 

Least squares, method of 241-359 

lengths of bars and tapes 24, 33 

Leveling: 

barometric 125, 126-130 

geodetic 125-162 

precise spirit 125, 139-162 

trigonometric 125, 130-139 

Level work: 

adjustments 160, 344-359 

branch lines, circuits and nets 359 

doeed circuits 180, 357 

duplicate lines 160, 346 

general law of probable error 347 

int«rmediate points 160, 356' 

law of relative weight 348 

level neta 161,352 

multiple lines 160, 350 

probable error of lines of unit length 348, 349 

sectional lines 347 

simultaneous lines 160 

L^t, diurnal aberration of 213 

L. M.Z. problem 103 

Locating a parallel of latitude 120 

Locations, abeolute and relative 4 

Lon^tude 109, 197 

astronomical 197 

geodetic 197 

periodic chaises in 203 

Longitude determinations 197-203 

at sea 203 

by lunar observations 198 

lunar culminations 199 

lunar distances 199 

lunar occultationa 199 

by special methods 198 

flash s^^nals 198 

q>ecial phenomena 198 

by telegraph 200 

arbitrary mgnals 202 
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by tel^raph — (continued) 

st&ndard time signals 201 

atar s^nals 201 

by transportation o( chronometerB 199 

LoxodJome 233 

M^ projeotions 227-240 

conical 234 

Bonne's projection 238 

Mercator's conic 236 

dmpte conic 235 

cylindrical 229 

Mercator's cylindrical 231 

rectangular cylindrical 231 

aimplo cylindrical 229 

polyconio 240 

rectangular polyconic 241 

simple polyconic 240 

trapecoidal 234 

Mean absolute error 305 

Mean error 305 

• Mean of errors 305 

Mean radius of the earth 44 

Mean aea level 43, 125 

Mean solar time 165 

Measures of precision ', 262, 304 

MercatoHs projections: 

conic 236 

cylindrical 231 

Mercurial barometer 128, 127 

Meridian 167 

lengths 228 

line, plane, and section 1 167 

Meridians, convergence of 88, 111 

Method of least squares 241-359 

Miotimeter: 

filar 66 

microscope 65 

reading of 67 

run of 68 

Mistakes 247 

Modulus of elasticity 39 

Molitor's precise level rod 158 

Most probable values of 

computed qauntitiea 296 

conditioned quantities 284-295 

dependent quantities 284-295 
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Most probable valuea of — {conHnned) 

independent quantities 266-283 

obeerved quantities 242, 266, 295 

Multiple level lines 169, 350 

Ntidir 167 

Nautical Almanac 164 

Night signals 23 

Normal," 110 

Normal equations 273, 276 

law of coefficiente 280 

Normal tension 40 

Observation equations: 

definition of 271 

reduced 281 

reduction to unit weight 278 

Observations: 

adjustment of 3, 241-359 

classification of 243 

Observed quantities: 

most prot>able values of ' 266-295 

probable errors of 297-305 

Observed values, definition of 242 

Ovaloid, definition of 106 

Papers of U. S. Coast and Geodetic Survey I 

Parallax (in altitude) 167, 171 

Parallel of latitude, location of 120 

Parallels, length of one d^p«e 228 

Phase 20 

Phaseless taints 20 

Plane surveying, history of 1 

Plumb-line deviation 124 

Polar distance 167 

Pole signals 20 

Preciae spirit leveling. 125, 139-162 

accuracy attainable 161 

adjustment of results 160, 344^-359 

Coast Survey precise level 142, 153 

adjustments of 155 

constants of 155 

use of 156 

type of precise level 141, 145 

adjustments of 146, 150 

constants of 146 
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Pi«oiae spirit leveling — (continued) 

instruments used 139, 146, 153 

methods 143, 145 

rods and tumii^ points 158 

Bourcea of error 143 

Primary triangles and systems 9 

Prime vertical 110, 167 

Prime-vertical transits 192 

Probability: 

equation of 257, 260 

laws of chance 248 

Probable error: 

general value of 299 

meaning of 297 

Probable errors of 

angle measurements 79 

base-line measurements 46 

computed quantities 306-311 

conditioned quantities 304 

dependent quantities 304 

independent quantities 300-304 

observed quantities 297-305 

Projection of maps 227-240 

See Map projections for list of types, , 

Puissant's solution of geodetic problem: 

direct 113 

inveree 118 

Pull, with tapes and wires 24, 30, 38 

Quadratic mean 244 

Quadrilateral, geodetic 7, 90, 327 

algebraic adjustment of 90-102 

approximate 92 

definition of rigorous 96 

least square adjustment of 327 

Quantities: 

classification of 241 

most probable values of 266-296 

computed quantities 296 

observed quantities 288-296 

probable errora of 297-311 

computed quantities 306-311 

observed quantities 297-305 

Radiation, heat 47 

Beading micrometers 67 

Reconnoissance 10 
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B«duced observation equations 281 

Reduction to center 76 

Reduction to mean sea level 43 

Refraction: 

angular 167 

coefficient of 138 

in elevation 12 

Relative locations 4 

Repeating instruments 47, 49, 62 

adjustments of 59 

Residual errors 245 

Residuals 245 

Rhumb line 233 

Right ascension 167 

Run of micrometer 68 

S^ 24, 30, 39 

Secondary triangles and systems 9 

Sectional lines: 

base lines 335 

level lines 347 

Sidereal time 165, 168 

Signals at stations 18 

board 20 

eccentric 20, 78 

heliotrope 21 

night 23 

phaseless 20 

pole 20 

Simultaneous level lines 160 

Single angle adjustment 312 

Solar time 165 

Spherical excess 88, 89, 90 

Spheroid: 

Beasel's 106 

Clarke's 106 

definition of 105 

Spirit leveling, see Precise spirit leveling. 

Standardizing bars and tapes : 33 

' Standard time 165 

Station adjustment 81, 84, 312, 313-319 

Stations: 

elevation of 14, 17 

height of 17 

intervisibility of 11, 14 

marks 17 

selection of 10 
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